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@ This company needed a place to work 
—in a hurry. Because of an unforeseen 
emergency, it was necessary to move key 
personnel into a new plant office weeks 
before the scheduled moving day. Fortu- 
nately, Hauserman Movable Interior Parti- 
tions already had been specified—had been 
ordered before the emergency arose. 

At Hauserman, things moved in a hurry, 
too. Partitions were finished in record time. 
Factory-trained erection specialists were 
flown to the job site 700 miles away. And 
finished offices—like the one above—were 
ready when needed. 


OFFICES « SCHOOLS « LABORATORIES 
HOSPITALS « INDUSTRIAL PLANTS 








“is office was planned for P fast-moving business 


That of course, is not the end of the story. 
When the time comes to revise the floor 
layout to meet future expansion needs, 
things will continue to move fast. No tear- 
ing down and rebuilding “permanent” 
walls ... mo time-wasting construction 
delays . . . no prolonged interruption of 
office efficiency. These modern, streamlined 
walls will be taken down and re-erected 
overnight — efficiently and economically — 
by Hauserman’s nation-wide service 
organization. 


Any non-static business is a business that 
can profit from maintenance-saving 
Hauserman Movable Partitions. Schools and 
hospitals, too, find them invaluable. Get the 
complete facts from your nearby Hauserman 
Representative . . . or write today to The 
E. F. Hauserman Company, 7119 Grant Ave., 
Cleveland 5, Ohio. In Canada: Cresswell- 
Pomeroy, Ltd., Toronto. 


? 
Korweld - the non-metallic panel construction 


which combines the best features of all types of interior 


partitions—is an exclusive Hauserman development. Ask 


your Hauserman Representative for facts about this 


revolutionary new product. 
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UN CONFERENCE BUILDING 


Linking the UN Secretariat and Assembly Hall, the meeting 
halls are distinguished by their decorative use of exposed 
structure and mechanical facilities. 


PHILADELPHIA’S REDEVELOPMENT PLAN 


A big job is divided into small parts for easy handling by 
local redevelopers with limited resources. 


HOSPITALS BY SKIDMORE, OWINGS & MERRILL 


Their similarities are based on the uniform requirements of 
the typical patient; their variety, on widely different medical 
programs, site conditions and geographical locations. 


STEEL OFFICE BUILDING 


Built for the conservative U. S. Steel Corp. and Mellon Bank 
in Pittsburgh, it logically displays a conservative approach to 
design and a generous use of steel. Architects: Harrison & 
Abramovitz and W. Y. Cocken. 


BUILDING REPORTER 


New developments in metal curtain walis demonstrated by the 
Gateway and Alcoa office buildings in Pittsburgh. 


SPIRAL ART GALLERY 


Frank Lloyd Wright perfects his ramped design for the new 
Guggenheim Museum in New York City. 


FERRY TERMINAL 


Designed for Cape Charles, Va. sight-seers, vacationers and 
tourists, it is built to withstand the jolt of docking boats. 
Architect: Lester Tichy. 


BUILDING FOR ATOMIC DEFENSE 


Civil Defense Administration recommends where and how to 
provide shelters in old and new buildings. 


HIGH SCHOOL 


. 
With all the advantages of a smal! school, this big one in 
St. Louis is actually four one-story schools on top of each 
other. Architects: Murphy & Mackey. 


NINE TOP SCHOOLS 


Winners in two design competitions show how contemporary 
design accommodates a wide range of educational programs. 


SIX LIGHTING DESIGNS 


Ranging from art gallery to shooting gallery, these are out- 
standing entries in the International Lighting Exposition 
contest. 


BETTER MASONRY WALLS 


Professor Walter C. Voss discusses eight ways to make them 
strong, weather tight and attractive. 


COMMERCIAL BUILDING CREDIT 


Economist Miles L. Colean documents the case for quickly 
relaxing credit controls. 


REVIEWS 
PRODUCT NEWS 


TECHNICAL PUBLICATIONS 


Cover: UN Conference Building. Photo: Ezra Stoller.Pictor. 
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in another great building project . 


The J. W. Robinson Company's new Beverly Hills 
Department Store — built with Ceco Reinforcing 
Steel and Windows for truly modern design. 


In creating the J. W. Robinson Company’s new 
Beverly Hills department store, the architects 
and contractors recognized the need for expert 
fabricating service on reinforcing steel and pre- 
cision in steel windows. Here Ceco’s 40 years of 
on-the-job experience offered unmatched facili- 
ties and Ceco’s windows met all requirements 










More and more architects 
_.. count more and more 

on Ceco for the best 

in building products. 





OESIGNER: WILLIAM T. SNAITH OF RAYMOND LOEWY ASSOCIATES 
ARCHITECTS: PEREIRA & LUCKMAN AND CHARLES O. MATCHAM 
GENERAL CONTRACTOR: THE WILLIAM SIMPSON CONSTRUCTION COMPANY 


because they are manufactured on an engi- Ce 
neering principle backed by research and con- 
stant in-the-field testing. 

Ceco detailed the drawings for the Reinforc- 
ing Bars, Welded Wire Fabric, Architectural | 
Projected Windows and Security Windows and 
erected the windows. 





Here’s an example of how Ceco’s broad service ‘ 
benefits designer, architect, contractor and owner y 
—for they know “In construction products CECO , 
ENGINEERING makes the big difference.” d 


CECO STEEL PRODUCTS CORPORATION C 
General Offices: 5601 W. 26th St., Chicago 50, IIlinois 


Offices, warehouses and fabricating plants in principal cities 
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Demand Grows for Easing of 
Reg. X on Commercial Loans 


With materials controls out of the way as the villain tormenting nondefense 
building, the industry this month turned on its tears over credit restrictions. For 
commercial building, the Federal Reserve Board’s Regulation X requires 50% 


cash. To many a realtor and mortgage broker who has been unable to put 


together deals because clients lack that much money, the time seemed right for 


relaxation. Much speculative commercial building rises on 75 to 90% loans. 


Said Marshall Davies of the Los Angeles 
construction firm of Davies, Keusder & 
Brown: “We lost two good jobs because of 
Regulation X. A few months ago we had 
a $500,000 hotel garage job, to which the 
owner gave a firm commitment. The Regu- 
lation X people knocked down our loan 
$110,000 below what we needed. Regula- 
tion X has stopped more building than any 
other factor.” 

Said Byron Shutz of Kansas City: “If 
they don’t relax Regulation X on commer- 
cial building, the economy is going to suf- 
fer.” He cited these Kansas City projects 
held in abeyance because of it: “a $75,000 
doctor’s clinic building, a $250,000 factory 
building. a block of stores including a super 
market, and a nine acre shopping develop- 
ment we ourselves were doing in conjunc- 
tion with 300 acres of homes that we have 
build in the last five years. If Regulation 
X's limit were raised to 7047, a whole lot of 
projects would get going.” 

Said W. Laird Dunlop III of Washing- 
ton’s Walker & Dunlop: “I know of a $1 
million department store that is being held 
up. We are trying to get around it using 
capitalization rates. I also know of four 
shopping centers varying from $350,000 to 
$1 million that have been shelved because 
of Regulation X. 


serious drawback to commercial building. 


| wouldn't say it was a 


but a lot more of it would go ahead if it 
were removed.” 

Flagrant violations. There was plenty of 
evidence that the regulation was widely 
flouted. Said one of New York’s leading 
realty operators: “A great many banks 
don’t understand the whole thing and a 
In Hous- 
ton, Vice President Wade Barnes of David 
C. Bintliff & Co. complained: “I lost a 


good many are disregarding it.” 


IN THE NEWS 


‘ Among the next 31 pages are reports on these 
‘mportant developments: 


Steel seizure may bring looser controls . p. 42 
WSB wage policy triggers labor trouble . p. 42 
Truman exit foreshadows job shakeup. p. 43 
lever House takes an ingenious bath p. 43 
Atlas snaps back at air base probers p. 45 
5. sees vast demand for schools . p. 49 
Civil defense builds a street of ruins p. 70 
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$125,000 deal recently because of a $25.,- 
000 difference. The man owned his land 
and it would have been economically sound 
for me to up the value of his land to make 
the loan. But I wouldn't go that far because 
of Regulation X. 
else to finance the building.” 


But he found someone 


Formal request. The New York Building 
Congress put its plea to the Federal Reserve 
in writing: despite New York’s special 
status as a distress area with a construction 
labor surplus and ensuing extra allotments, 
“we now find that a substantial backlog of 
commercial and industrial construction is 
prevented from going ahead by reason of 
Regulation X.” Mortgage credit restric- 
tions, the Building Congress’ letter contin- 
ued, were aimed at stopping inflation re- 
sulting from the war in Korea, but “in 
actuality, the demands of military produc- 
tion in the current year .. . will not ap- 
proach anywhere near what was projected 

. (Instead) we have seen a growing de- 
flation, a recession in business and the 
development of unemployment in various 
industries and areas even though most ma- 
terials which were in short supply are now 
becoming available for civilian use.” 

It was precisely because winter's business 
lull might become spring’s definite slump 
that the argument for immediate relaxa- 
tion of credit curbs on commercial con- 
struction bore an air of urgency. Already. 
some retail store managements were shying 
away from new expansion plans because 
sales continued poor. Reported Mortgage 
Broker George Dovenmuehle of Chicago: 
“Regulation X was ok for a time, but it 
won't be necessary as business deteriorates, 
Owners of developments are not getting 
leases because business is not good, hence 
not expanding. Percentage leases particu- 
larly have been hurt. The big obstacle to 
commercial building is. . . general business 


conditions.” 


Substitute crutch. If nondefense construc- 
tion—both commercial and local public 
works—-got a big shot in the arm, it could 
take the place of the defense program as 
an economic crutch. But if government 


controllers prevent revival of activity until 


LAST MONTH'S WASHINGTON DIARY 


3/12 NPA shifts soft-drink bottling plants from 
commercial to industrial class in CMP. 


3/12 Ralph S. Trigg, Deputy DPAdministrator 
for Program and Requirements, sets cop- 
per expansion goal at 2.3 million ton 
wsupply by 1955. 

3/13 Wage Stabilization Board places 15¢ an 
hour ceiling on building pay increases. 


3/21 NPA authorizes warehouse distributors of 
steel to make deliveries 15 days prior to 
beginning of quarter for which allotment 
is valid. 


3/24 NPA prohibits use of nickel-bearing stain- 
less steel in Class B building materials 
(M-80) after April 1, 1952. 


3/24 Federal Security Agency gives green light 
to 500 deferred school building projects, 
grants third and fourth quarter, 1952, 
allotments. 


3/28 DPAdministrator Manly Fleischmann re- 
fers all industrial construction permit ap- 
plications involving 2,000 kilowatts or 
more of alternating current to Defense 
Electric Power Administration. 


3/30 Defense Mobilizer Charles E. Wilson re- 
signs in protest over Truman decision to 
deny steel price boost to match wage 
hike. 


3/31 NPA creates new superpriority (B-5) for 
military, atomic and machine tool produc- 
tion to break bottlenecks in flow of parts. 


4/16 NPA increases self-authorization limits 
for schools and public roads, effective 
third quarter. New limits for schools: 
50 tons steel, 1,000 Ibs. copper, 1,000 
Ibs. aluminum per project. 


’ 

general business is definitely on the down- 
grade, construction decisions would be 
automatically postponed. This would re- 
duce the chance of using construction as a 
booster at all. 

At midmonth, Federal Reserve officials 
maintained that Regulation X had not 
dampened commercial construction—yet. 
But the Fed conceded that as more new 
starts get approval from NPA, credit might 
become a_ bottleneck. If credit curbs 
proved to be retarding the building in cities 
where the government recognized “critical” 
unemployment in the building trades, the 


Fed promised to review the situation. 


Public backlog. Whatever the Fed did, 
public construction loomed as a major 
prop in the post-defense economy, Between 
1941 and 1948, public construction totaled 
$30 billion less than either the prewar or 
the 1949-50 level. To make up that back- 
log. public construction might go up $3 to 
$6 billion a year for a decade—if enough 
financing is available. Biggest immediate 
needs: highways, schools and hospitals. 
Also on the horizon—but not before 
1953—-was an upsurge in television and 
atomic construction. The Federal Com- 
munications Commission, ending its three- 
year freeze on TV station building, will 
begin hearings July 1 on granting of up to 
2.000 more licenses. So construction should 
follow in about a year. The Atomic Energy 
Commission’s plan to build a new $1 bil- 
lion plant should mean construction about 


the time other defense projects taper off. 
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Angry Congress Studies Cut in Controls; 


NPA Gives Nondefense Building Big Boost 


So much Congressional temper boiled up 
over government seizure of the steel plants 
that it began to look more and more as 
though Congress would whittle down fed- 
eral controls over the economy consider- 
ably. As the Senate Banking Committee re- 
sumed consideration at midmonth of a bill 
extending the Defense Production Act be- 
yond its June 30 expiration date, predic- 
tions most generally heard were: 

> Congress will extend the law only until 
the middle of next winter, thus letting the 
next Congress decide whether to junk con- 
trols or continue them further. 

> Price, wage and rent controls will be re- 
tained in the Banking Committee’s version 
of the extension bill, but they will be pared 
down. For instance, the committee accepted 
an AIA-backed amendment exempting arch- 
itects and engineers working for another 
member of the same profession from salary 
control, Moreover, a floor fight over price 
wage and rent control seemed likely and 
it was quite possible they might be voted 
out. 

> Power to allocate materials will be con- 
tinued, but barring a strike or new interna- 
tional crisis, most of the pinch on construc- 
tion was over (see below). 

In an effort to keep the committee from 
voting to abolish price controls, the Office of 
Price Stabilization readied a list of items 
selling below ceiling prices that it said it 
wanted to decontrol. There was a good 
chance many building materials would be 
among them: the National Association of 
‘Retail Lumber Dealers reported such basic 
construction items as lumber, roofing and 
wallboard were generally selling below ceil- 
ing prices across the nation. 

Cost of strike threat. 
strike that caused steel companies to bank 


The threat of a 


their furnaces during the week of April 5- 
12 cut the industry's operating rate from 
102.1% of rated capacity to 62.3%. This 
meant 826,000 tons of steel ingot produc- 
(About a fifth of that, by the 
usual rule of thumb, was lost to the con- 


tion lost. 


struction industry.) It was not too serious. 
It amounted to less than 1% of the nation’s 
annual production. 

About the only question DPA & NPA 
faced was how to dole out the increasing 
supply of materials for building. Allot- 
ments of structural steel for the third quar- 
ter (bravely announced before the govern- 
ment averted a steel shutdown by seizing the 
industry) backed up NPA promises of a 
big boost for commercial building, schools, 
hospitals and highways. For commercial 


building doled out by NPA’s construction 
controls division, the 3d quarter allotment 
was 175% of the 2d quarter level. Princi- 
pal allotments affecting construction: 


STRUCTURAL STEEL (IN TONS) 


AGENCY Ist Qa. 2v Qr. 3p Qr. 
Dept. of Army 13,000 12,870 14,000 
AEC 43,500 20,642 23,591 
Dept. of Defense 163,490 212,628 212,191 
Def. Elec. Power 137,976 148.500 120,000 
Fed. Security Agcy. 

Education 26,013 29,235 40,000 

Hospitals 19.004 18.315 25,000 
Gen. Services Adm. 4,500 4.950 5,000 
HHFA 10,500 7,425 7,500 
Petrol. Adm. for Def. 55,000 51,480 80,000 
Bur. Pub. Rds. 56,000 80.600 125,000 
Bldg. Mtls. Div. 4.566 5.345 5,100 
Facil. & Constr. Bur 

Constr. Controls 12.197 16.285 4) .000 

Indus. Expans. 360,768 268,140 183,000 


Over the hump. Chiefly. it was the big 
drop in allocations for industrial expansion 
that made possible the increased steel for 
other building. Moreover, NPA built up its 
reserves significantly. And self-certification 
allowances were increased 23° over the 
second quarter to 90,678 tons. Such signs 
added statistical proof to the fact that the 
impact of the defense buildup on construc- 
NPA was 


busily shoring up construction in seven 


tion had nearly spent itself. 


cities* where unemployment in the building 
trades had reached “critical” proportions. 
At midmonth, for instance, it announced 
approval of 166 construction projects in ten 
areas totaling $71,708,054. Los Angeles led 
the list with 57 projects worth $18,313,601. 
The New York-Northeastern New Jersey 
area stood next with 49 projects totaling 
$39.392.590. There was serious talk among 
controllers of relaxing the 15 month old 
ban on construction of theaters, night clubs, 
playgrounds and 44 other types of recrea- 


tional structures. 


* Latest addition to the list: Providence and most 
of the rest of Rhode Island. Others: Boston, 
Washington, New York, Los Angeles, San Fran- 
cisco, Portland, Ore., and Seattle. 


[ 


(expenditures in millions of dollars) | 
March First Three Months | 
% c, | 
Type ‘sl "52 Change ‘Sl "52 Change 
PRIVATE 
Residential | 
(nonfarm) 862 784 9.0 2,591 2,172 16.2 | 
Industrial 143 212 +48.3 407 617 +51.6 
Commercial 128 79 -—-38.3 $71 235 36.7 
*Torat 1.614 1,556 —3.6 4,718 4,425 —6.2 | 
PUBLIC 
Industrial 52 89 +71.2 119 247 +-107.6 
Military 41 «132 4222.0 94 372 4295.7 
Residential 37 62 +-67.6 9 195 -+-103.1 
*Tora. 584 691 +18.3 1,543 1,937 +25.5 | 
Gnaanp Torat 2,198 2,247 $2.2 6,261 6,362 +1.6 
* Minor components not shown, so total exceeds sum of 
a parts. Data from Labor, Commerce Depts. | 











CMP AX STRIKES VIOLATOR 


NPA, which, ironically, has been stepping 
up its enforcement drive against CMP vio. 
lators as materials grow more plentiful, 
handed out the stiffest penalty yet to Alsco, 
Inc.. of Akron, Ohio, the nation’s largest 
manufacturer of aluminum storm windows 
and doors. For using some 3.4 million 
pounds of aluminum above its allotments 
(by buying foreign metal), the company 
was banned from making Class B products 
for a year, which could put it out of 


business. 


WSB WAGE FORMULA spawns 

confusion, higher building costs 
The Wage Stabilization Board’s announce- 
ment that it will permit maximum wage in- 
creases of 2214¢ an hour (including 714¢ 
for welfare benefits) was adding much 
confusion to spring labor wage bargaining. 
The joker: WSB will charge all non- 
welfare fringe benefits (like paid holidays, 
overtime, vacations, sick leaves) against the 
15¢ pay rise authorized. 

Result, in many cities, was that unions 
were advancing hastily contrived welfare 
plans to take advantage of the permissive 
714¢ raise. In others, the WSB formula 
became the back-drop for a rash of strikes 
and strike threats: 
bin the San Francisco area, 12,000 AFL carpen- 
ters struck for an immediate 15¢ an hour pay 
increase (to $2.60) pending negotiations on their 
contract which expires June 15. 
>In Eastlake and Akron, Ohio, structural steel 
workers walked out to back up demands for a 
25¢ an hour pay hike. In Columbus, Ohio, equip- 
ment operators staged a brief wildcat strike 
against $21 million worth of construction after 
their contract expired. Their demand: a 22¢ an 
hour increase. 
>In Kansas City, ten construction unions rejected 
offers of T¥2¢ to 124¢ 
threatened to strike. 
> In Cleveland, 14 building trades had signed con- 


an hour pay boosts and 


tracts at $2.97 per hour, a rise of only 5% under 
the old 10% catch-up formula, After the WSB 
announcement, unions began demanding the 2244¢ 
on top of the new agreement. 
A 5% cost rise? To most businessmen, 
the cards seemed stacked in labor’s favor. 
(Two contractor representatives on the 
Construction Industry Stabilization Com- 
mission, AGC’s James D. Marshall and 
Consulting Engineer Everett W. Dunn of 
Hartley, lowa, called the 742¢ welfare an- 
nouncement a “come and get it policy.”) 
Practically everybody assumed labor 
would get at least 15¢. So building costs 
would go up. In New York, estimated Dow 
Service, a 15¢ wage hike would boost 
building costs 2 to 242%, a 2214¢ increase 
On top 


of that would come the spiraling effects 


would bump costs up 3 to 334%. 


of whatever wage increase steel workers 
got. It looked as though labor would push 
building prices up about 5% this spring. 
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January 20 should bring some new faces 
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Jobs in Jeopardy: Truman Exit Means 
Shakeup in Federal Building Officialdom 


When Harry Truman bowed himself out 


of the 
yanked the rug from underneath some 


Presidential race he probably 


high-ranking office holders 


concerned with the construction industry. 


government 


If there is a change of the party in power 
there obviously will be many new faces 
on the Washington scene. But even if the 
President will 


Democrats stay in, a new 


mean substantial reshuflling. 


All shades of tenure. In a gigantic 
government payroll, like that which 


has been multiplying for the past 20 
years, there are all shades of tenure. Not 
even civil service officials and personnel 
experts can read off the cuff the names of 
those who are immune from the axe. 
Jobs, generally, fall into four categories: 
>The appointive positions, like the Gen- 
eral Services Administrator and the HHFA 
and FHA chiefs, which require Senate con- 
firmation. Like cabinet officers, such job 
holders serve at the President’s pleasure. 
>The appointive jobs with definite terms. 
such as members of the Home Loan Bank 
Board. Courts have held that such office 
holders cannot be removed until their term 
expires except for misconduct. 

>The special aides and department heads, 
who, through a bureaucratic code of 
ethics, are expected to submit a courtesy 
resignation when there own boss goes. 
>Lesser fry whose jobs either had civil 
service rating (and thus antidischarge in- 
surance) to begin with or who gained it 
for themselves in 1942. At that time the 
Ramspeck Act provided a mass conversion 
for those who, though they may not have 
been employed through a competitive ex- 
amination, at least had held onto their job 
for six months, 

Despite the degree of tenure, the whole 
bureaucratic applecart could be toppled 
over by a trick introduced by President 
Harding: a co-operative Congress first leg- 
islates the abolition of the particular office 
or department, then, with the personnel 
all brushed off. legislates its re-creation. 
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Central building bureau? Among heavy 
building agencies, two will be chiefly af- 
fected by the November elections: 

General Services Administration, headed 
by Jess Larson, which operates a central 
procurement service and maintains public 
buildings. This might well be abolished 
but not at the expense of its subordinate 
Public Buildings Service, headed by well 
liked Commissioner W. E. Reynolds, 
which could 


become the nucleus of an 


over-all engineering and _ construction 
bureau. This could include public roads, 
Bureau of Reclamation, and CAA’s pro- 


gram of aid to state airport construction. 





HHFA affected. 


building agencies fall under the Housing 


The majority of light 


& Home Finance Agency: 


HHFA Chief Raymond M. Foley, who 
was appointed to his $17,500 job in Dec. 
"47, is expected to bow out no matter what 
happens to the Administration. Those 
close to Foley say he is tired of dodging 
brickbats from both public housers and 
private enterprise and of trying to hold 
onto the reins of all housing agencies at 
once without the power to overrule any of 
them. Because HHF A’s constituent agencies 
are so much on their own, Washington dope- 
sters figure it’s not unlikely that a Republi- 
can administration would scrap HHFA en- 
tirely to If Foley goes, 


most of the top HHFA hierarchy could be 


expected to resign also. Many have civil 


save money, 


service status, but few have such protec- 
tion in their present jobs. Affected will 
be B. T. Fitzpatrick, deputy administra- 
tor; Neal J. Hardy, assistant administra- 
tor; Nathaniel S. Keith, director of the 
division of slum clearance; and Joseph 
Orendorff, 


housing research, 


Chief subordinate of the HHFA is the 


Federal Housing Administration, Through 


director of the division of 


longevity and absence of political domina- 
tion, the FHA is just about as popular 
with Republicans as a New Deal agency 





B. A. Bakalar 





LEVER HOUSE window washing 
solved by mobile elevator 


To make possible the economies of fixed windows 
(30% cheaper installation, $4,000 a year cheaper 
air conditioning and less dirt), Architects Skid- 
more, Owings & Merrill (with aid from Otis 
Elevator Co.) blended together a new kind of 
machine to wash the blue glass sides of Manhat- 
tan’s Lever House. The result was proudly ex- 
hibited this month by Lever Bros. as the soap 
firm moved in. It is a window washing gondola, 
hung by cables from the arms of a 10/2 ton power 
plant car that runs on standard railroad tracks 
around the roof. To balk swing, sway and tilt, 


the gondola is clamped onto stainless steel! tracks 
as it runs up and down the 21-story building. In 
six days, two men can wash the entire structure. 

















CONCRETE JOIST FORMS 


Concrete Joist Floors are ver- 
min-proof — low cost — light 
weight — and have a high fire- 
proof rating. Concrete Metal 
Forms have been standardized 


by the Department of Com- 
merce, Division of Simplified 
Practices Recommendation R. 
87-32. Quick design and check 
tables to assist architects and 
engineers are available from 
the Concrete Reinforcing Steel 


Institute, 38 South Dearborn 
Street, Chicag6, Illinois. 


Gateway stocks Forms in many 
localities for quick service. All 
standard sizes in 20” and 30” 
widths, as well as special new 


Forms for exposed ceiling con- 
struction, are available. Com- 
plete installation service with 
or without centering. Contrac- 
tors are invited to take ad- 
: vantage of Gateway's 20 years’ 


experience in solving field con- 
struction problems. 














— 


Gateway offers two types of 
Metal Pan Systems to contractors: 
The Nailed-Down System and 
the Gateway ‘‘Slip-in"’ System. 


A complete manual of erection 
details is available by contact- 
ing the nearest Gateway office. 
Centering erection is a ‘“Gate- 
way” specialty. 100,000,000 
sq. ft. of Form Area installed, is 
Gateway’'s guarantee of service, 


f Y reliability and responsibility. 
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Gateway Nail Down System Gateway Slip-In System 


Gateway Erectors, Inc. 


3233 West Grand Ave. Chicago 51, Ill. NEvada 2-1100 


GATEWAY ENGINEERING CO. GATEWAY ENGINEERING CO. of Md. GATEWAY COMPANY of Ohio 
CHICAGO 51, ILLINOIS BALTIMORE 18, MARYLAND CINCINNATI 25, OHIO 
3233 W. Grand Avenue 2003 Lovegrove Avenue 2836 Colerain Avenue 





Complete stock of forms in many locations 
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can get. Because of earlier horse-trading 
with Congress, the bulk of its techni- 
cians — appraisers, underwriters, archi- 
tects—enjoy civil service status. In a more 
precarious situation are the top men: 
FHA Commissioner Franklin D. Rich- 
ards, appointed by President Truman 
August 11, 1947; Deputy Commissioner 
Walter L. Greene; Assistant Commis- 
sioner for rental housing Clyde L. Powell; 
Assistant Commissioner for underwriting 
Curt C. Mack; Assistant to the Commis- 
sioner Donald M. Alstrup; and the 72 
district FHA heads, all appointed. (One 
is Harry Truman’s brother, Vivian.) 


Another HHFA 
whose future seems to depend on the elec- 
tions is the Public Housing Administra- 
tion under John Taylor Egan, also ap- 
pointed by President Truman. His chief 
aides are: Warren Jay Vinton, Ist as- 
sistant commissioner; Marshall W. Amis, 
general counsel; Roy M. Little, assistant 


subordinate agency 


commissioner for war emergency housing; 
Herbert L. Wooten, assistant commis- 
sioner for administration; Lawrence N. 
Bloomberg, chief economist. 


A third HHFA subordinate agency, but 
in a relatively safe position because its 
members have definite terms and because 
it always contains at least one member of 
the minority party, is the Home Loan 
Bank Board. Members are William K. 
Divers and Kenneth G. Heisler, whose 
terms expire in June °53, and J. Alston 
Adams 


term expires in June °54. 


(Republican member) whose 


In the most precarious position of all 
housing officialdom is Rent Stabilizer Tighe 
Woods. Since Congress last year put rent 
control under the defense economic stabil- 
izer, the life of the entire agency now de- 
pends on war and politics. Moreover, it 
seemed inconceivable that Woods, who now 
serves at the pleasure of the economic sta- 


bilizer would survive a change of party. 


In the Veterans Administration, all loan 
guaranty section personnel are blanketed 
under civil service, including chief T. B. 
(Bert) King. A topside VA shakeup could 
scramble things willy-nilly but an abrupt 
personnel change in anything so technical 
as guaranteed home loans promises so 


formidable a hassel as to discourage it. 


On balance, 1953 will blow something 
between a tornado and a zephyr through 
the top brackets of federal construction 
bureaus, especially in housing, the build- 
ing industry’s most political segment, At 
the moment, some jobholders had a good 
case of jitters. As one said: “How can 
we tell what’s going to happen? We've 
never had a change of government in the 
lifetime of this agency.” 
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Truman Acts to Strip Army Engineers of 


Civil Work; Atlas Rebuts Airbase Charges 


Back from a Moroccan trip, a knowledg- 
able New York architect observed privately 
last month: “The air base mess may blow 
the Army Engineers right out of the water.” 
His words were barely out before it began 
to happen—and all too literally. 

Perhaps motivated by the Missouri 
floods, certainly impelled by the debacle 
in North Africa, President Truman this 
month prepared a bill to reorganize the 
Army Corps of Engineers, give its 
rivers. harbors and flood control func- 
tions to the Interior Department’s Bureau of 
Reclamation under a new title: the Bureau 
of Water Resources. 

The proposal! was in line with the Hoover 
Commission’s recommendations for govern- 
mental reorganization. It would mean a big 
shifting of federal appropriations. The 
Army now gets $707 million for its “civil 
functions” and the Bureau of Reclamation’s 
slice of the current budget is only $3.6 mil- 
lion. Under the Reorganization Law, Con- 


gress has 60 days to veto such a Presidential 
proposal. It must do so by a majority of 
the membership of either house. With Con- 
gress out politicking during the election 
year build-up, a veto would be difficult. 
Moreover, the floods and air base troubles 
had tumbled the Engineers’ standing with 
Congress to a new low. 
7 a * 

Bickering over “Project Atlas,” the pro- 
gram for building U.S. air bases in French 
Morocco, continued last month with the 
Atlas Construction Co. having its say for 
the first time. While everyone wondered 
why only two bases were under construction 
when five should have been completed 
within the first six months of 1951 (AFP, 
Mar. °52, p. 50), this much seemed pretty 
clear to an investigating Senate subcom- 
mittee : 

> Brig. Gen. Orville E. Walsh had been sent in to 
relieve the two top Army Corps of Engineers offi- 
cers in charge of the air base construction: Col. 
George T. Derby and Lt. Col. Leonard Haseman. 





» al 





CANTILEVERED FOUNDATIONS planned for hillside apartments 





Los Angeles architect-engineers Pereira & Luckman have evolved an ingenious plan to tet reaitor 
William Zeckendorf plunk a housing development in a narrow Los Angeles canyon hemmed in by 
steep hills. Buildings will rest on foundations cantilevered from friction foundation beams. The 
beams will be imbedded in hillside rock. The system averts expensive grading, should balk lethal 
landslides which often follow heavy rains in Los Angeles hills. 


A : 


. 


Closeup of single-family house 
planned on 12,000 acre ‘‘Moun- 
tain Park.” Initially, Zeckendorf 
hopes to erect an apartment- 
hotel (top drawing), apartment 
building, commercial area, five 
homes, recreation area and pool. 
Residents will use inclined ele- 
vator to reach top tiers. 
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PLANNING NEW 
LIGHTING? 


We have a series of 


401 OLIVER BUILDING - PITTSBURGH 22 - PENNSYLVANI booklets on Office, Store, 
Bank, School and Plant 


MANUFACTURERS OF FLUORESCENT & INCANDESCENT LIGHTING EQUIPMENT Lighting. Write for book- 


lets which interest you. 





Permafiector Lighting Engineers in All Principal Cities 


PITTSBURGH PERMAFLECTOR LIGHTING EQUIPMENT iS DISTRIBUTED BY BETTER ELECTRICAL WHOLESALERS EVERYWHERE 





It was Haseman who had Nousseur Air Base hous- 
ing work halted and done over again when his 
wife, Violet, complained her new prefab was being 
set 25’ from its neighbor instead of the scheduled 
50’. The second installation involved double the 
roadway, plumbing, wiring and sewage cost. 

> The Air Force originally planned to rehabilitate 
four World War II bases which the U.S. had 
turned over to the French but instead switched 
to building five new ones (which the French also 
will have the option to take over). 

> “Project Atlas,” originally slated to cost $300 
million, was now estimated at $455 million (“be- 
cause,” said Air Force civilian engineer James 
Wise, “of rising construction costs and additional 
classified work”). 


Industry black eye. 
feared the whole building industry was 


Contractors who 


getting a black eye for revelations brought 
out in “Project Atlas” should have been 
encouraged by the statement of J. B. Bonny, 


Photoreportage Belin 


WALSH 


chairman of the operating committee of the 
Atlas combine (private contractors Morri- 
son-Knudson, Bates & Rogers, Nello Teer. 
Mills & Blythe and Porter-Urquhart; and 
architects Skidmore, Owings & Merrill, As- 
sociated). When Col. Harry Reed, chief 
of the Army Auditing Agency, said he 
found evidence of “fraud, mismanagement 
and waste” in construction of the bases, 
Bonny rebutted: “The job cost per sq. yd. 
is less than the original estimate by the Air 
Force.” Instead, Bonny blamed the Army 
Corps of Engineers for lack of planning 
and for conflicting orders on the plans it 
did have. The Atlas combine also explained 
the high cost resulted from a French-U.S. 
agreement that purchase preference was to 
go to items available in Morocco. 


MILITARY WASTE in building 
charged at Maryland base 


A House subcommittee on government op- 
erations headed by Rep. Porter Hardy, 
Jr. (D, Va.) paid a call on the Andrews 
Air Force Base at Camp Springs, Md.. 
found that not all of the air arm’s wholesale 
distribution of the taxpayer dollar was 
confined to far-off North Africa. 
Andrews, built in 1943 on a 4,489-acre 
site as a fighter-interceptor base for the pro- 
tection of Washington, also provides facili- 
ties for the Military Air Transport Serv- 
ice. The Hardy Committee’s investigation 
was prompted by Andrews’ new expansion 
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NEW PRICE INDEX of Bureau of Labor Statistics 
shows wholesale building materials prices on a 
postwar (1947-49) base instead of a 1926 base. 
Two years in the making, the new index unveiled 
last month is considered a far more accurate 
tool than the old one. it has 45 more compo- 
nents and far fewer nonbuilding elements than 
its predecessor. Instead of feeding all lumber and 
wood product prices into the over-all index, for 
instance, the new series selects only lumber ac- 
tually used in construction, eliminates wood 


program. The committee’s observations, 


published last month, received scant atten- 
tion in the nation’s press but included seri- 
ous accusations: 

p> An airplane wash rack, budgeted for $14,000, 
turned out with a final cost estimate of $100,000 
as plans grew fancier and fancier after Congress 
voted the money. Upshot: the Air Force shelved 
the project entirely. 

> A bachelor officers’ quarters building, sched- 
uled to have 20 rooms, ended up with 40 because 
the Army Engineers misread instructions, sent 
out the wrong specifications. An extra $22,000 
was spent on it because it was built on swamp- 
land (where four o:her BOQ’s are still sched- 
uled to go up) and an extra $7,000 was tossed 
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appearing as furniture and crating. Relative 
importance of each element has been shifted to 
reflect technological change. Thus light metals 
get far more weight than they merited in the '20s. 

During March, over-all building material prices 
kept their months-long stability, 2.7 points below 
where they were a year ago. But President 
George A. Bryant of Austin Co. forecast that in- 
dustrial building costs will shoot up sharply if 
(as seemed certain) steel and other key wage 
rates rise substantially. 


in to get it up in 60 rather than 90 days (which, 
prorated among its WAF occupants, cost the gov- 
ernment $13 per day per WAF—“double what 
it would have cost to put them up at the best 
hotel in Washington”). 

> “There is reason to believe rehabilitation of 
the existing barracks at Andrews will eliminate 
the need for seven new buildings authorized in 
the 1952 program and result in a saving of about 
$3 million.” (Existing enlisted men barracks 
were declared “beyond economical repair” with- 
out anybody inspecting them or estimating how 
much it would cost to rehabilitate them.) 

» Of Air Force plans to spend $750,000 to house 
all bachelor officers stationed in Washington in 
three new BOQ’s at Andrews, the committee 
showed that the air arm seemed to be using the 
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LIFT-SLAB ACCIDENT: Florida roof falls from lifting jacks 


Atlas Terminals of Florida, inc., at work on the 
first of 40 Miami warehouses (AF, Mar. '52, p. 
122), had an accident last month when a 175,000 
Ib. waffle-biock roof section fell 3’ while being 
lifted into place by the ‘‘Youtz-Slick’’ lift slab 
method. Atlas blamed the mishap on one of the 


four lifting jacks. When a workman tried to level 
off with the other three, the 40’ x 50’ section went 
tumbling down. Damage was estimated at $4,000. 
One workman was slightly injured. Construction 
was delayed a week. The waffie slab itself frac- 
tured only around the columns. 





















































ALL ROOF DECK MAY LOOK ALIKE, 


BUT » » » knowing a few important differences 





can save you construction time, trouble and 


expense. Here’s what to look for: 


WIDE COVER 


WIDTH 
“a 


EFFECTIVE 
SHAPE Ly 
: 


ATTRACTIVE 
DURABLE FINISH 


UNIFORMITY 





QUICK 
TO ERECT 







Granco Steel Roof Deck has longitudinal ribs 1%” deep 
spaced on 5%” centers and is available in 18, 20, or 22 
gauge. The ribs are flared at one end permitting proper 
nesting at end laps. Maximum sheet length is 14’ 4”. Posi- 
tive attachment obtained by welding. 








EFFECTIVE SHAPE—Are you getting maximum sheet 
strength? You are if the roof deck you select has 
been designed to obtain the proper relationship 
between rib and flat. To give maximum strength 
and cover per pound of steel, there must be a 
proper ratio between these rib (tension) and flat 
(compression) sections . . . the same relationship 
you find in Granco Roof Deck! In addition, 
Granco Roof Deck has the same thickness as a 
2” x 4” giving maximum flexibility for architec- 
tural design. 


WIDE COVER WIDTH—Will an excessive number 
of side laps weaken the roof? An expanse of fre- 
quently lapped sheets cannot possibly offer as 
much resistance to concentrated loads as a wide 
seldom-lapped surface. That’s why it’s best to 
select roof deck for maximum width with a mini- 
mum number of laps. Granco Roof Deck has a 
wide cover width of 2834” . . . wider than most 
competitive brands. That means more strength 
and safety, less welding, and on large jobs, a con- 
siderable economy in laying time. 


UNIFORMITY —Are the patterns identical in every 
sheet? In most brands of roof deck, yes. But, there 
are exceptions. When hands and human judgment 
are employed in the forming process, slight sheet 
variances must occur. These variances are greatly 
multiplied when sheets are placed end-to-end. 
Don’t risk improper fits, endless re-matching of 
sections and slow, costly job progress. Specify 
GRANCO STEEL ROOF DECK because Granco 
sheets are rotary press formed, machine-made for 
uniformity and perfect fit. “Sheet crawl’ is vir- 
tually eliminated. “ 


ATTRACTIVE DURABLE FINISH—How will it look 
in 5, 10, 15 years? Of course, that will depend 
largely on weather and atmospheric conditions in 
your locality. But, some roof deck is better pre- 
pared to withstand age and oxidation than others. 
Granco Roof Deck, for example, is protected with 
a tough, rust-resistant alkyd resin, baked on for 
longer life. Granco Deck looks better, lasts longer, 
creates a striking panel effect for ceilings, too. 


QUICK TO ERECT—J/s your roof deck the correct 
shape for fast placement? It does make a difference! 
Long, narrow sheets are cumbersome to handle, 
difficult to lay properly. The same applies to short, 
wide sheets. Granco Roof Deck, on the other hand, 
is a convenient shape for fast placement. Each 
sheet covers 34 square feet. Sheet dimensions were 
designed with speed in mind. 


Write for Free Booklet—Gives description, phys- 
ical properties, complete loading tables and suggested 
specifications for Granco Steel Roof Deck. Request 
booklet No. BDr-511-9A. 


SEE OUR LISTING IN SWEET’S CATALOGUE. 


GRANCO STEEL PRODUCTS CO. 
(Subsidiary of Granite City Steel Co.) 
Granite City, Illinois 

















Korean war as an excuse to build nonessential 
facilities just because appropriations were easier 
to get. Said the report: “We cannot countenance 
any attempt by the military to use the present 
emergency as a ripe opportunity to provide them- 
selves with facilities and equipment they can 
presently do without but which they might have 
dificulty securing funds for at some later date.” 
> Forty new dormitories at Andrews, now under 
construction, “are as good if not better than any 
college ( They 
not) even a scintilla of the ‘austerity’ which is 


dormitory in the country. have 


supposed to characterize the military public 
works program.” 
recommended a 


The committee more 


sincere attempt at defining temporary or 
The 


barracks it estimated 


semipermanent construction, pres- 
ent “10 year life” 
will actually last 75-100 years. So similar 
are they to the “25 year life” barracks 
there is only a 4% difference in cost. On 
more questionable grounds, it also rapped 
the Air Force for using its new two-man 
bedroom standard for barracks as a justi- 
fication for reconstructing or replacing 
old but serviceable buildings. Concluded 
subcommittee chairman Hardy: “In build- 
ing up we must keep ever present in mind 
the possibly more imminent danger of 
spending ourselves to bankruptcy.” 


RENEGOTIATION: reports from 

gov't. contractors due May 1 
After holding up its preliminary regula- 
tions for contractor and business groups 
to shoot at, the Renegotiation Board was 
ready this month to start squeezing ex- 
cess profits out of the defense program. 
Building and other contractors must file 
initial statements with the board beginning 
May 1, tell how much income they received 
from government work during 1951. Simi- 
lar reports will be required later for years 
through 1953. 

The law applies to all contracts and 
subcontracts for specified agencies where 
the amounts received from the government 
total $250,000 or Archi- 


tects and engineers are included if their 


more a year 


annual business with Uncle Sam grosses 
this much. Work for exempt agencies does 
not count toward the total. 

What is defense work? In framing the 
law, Congress granted much more adminis- 
trative latitude than usual. No formula 
for measuring excess profits is provided. 
There is no complete spelling out of ex- 
empt and nonexempt agencies. In general, 
the board has decided that bureaus and 
departments that play no major role in 
the defense program are to be lifted out 
from under the act. 

On the exempt list are the small amount 
of construction activities the Public Build- 
ings Service is carrying on at this time, 
the Bureau of Public Roads, and the 
HHFA—except for its direct construction 
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and trailer purchasing activities under 
Title III of the Defense Housing Program. 
Subject to the renegotiation are contracts 
by such agencies as the Army, Navy, Air 


Force, Coast Guard and AEC. 


Before the 


gram was whipped into final shape, the 


Competitive bids, too. pro- 


Associated General Contractors failed in 
an effort to persuade the board that con- 
tracts awarded on a competitive bid basis 
be placed outside the act. Argued AGC: 
when a contractor takes such a gamble 
he should be allowed to win as well as lose. 
The board’s rejoinder was that it could not 
go quite so far but would give the risk 
factor sympathetic consideration in shav- 
ing down profits. 

As board officials visualize the opera- 
tion, most contractors will be given a clean 
bill of health after their preliminary re- 
ports have been scanned. Even where fur- 
ther scrutiny is found necessary, they be- 
lieve that in all but 5% of its cases a vol- 
untary agreement can be reached, 
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UNSATISFACTORY "ating covers 40% of school 
in 25 states. Elementary schools are worst. 
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WAGE CVERPAYMENTS: WSB 
upholds Hedlin guilt, cuts penalty 


Although upholding its regional enforce- 
ment commission in finding the J. D. Hedin 
Construction Co., of Washington D. C., had 
violated wage restrictions (AF, Feb, °52, p. 
19). the Wage Stabilization Board this 
month halved the company’s penalty. 

Hedin was found guilty of paying brick- 
layers over scale last year to draw them 
from Detroit to the lower-pay Ann Arbor 
area where the company was building a VA 
hospital. The regional WSB refused to al- 
low the company to deduct $40,000 (the ex- 
tent of overpayment) as an income tax 
business expense and directed the VA to 
withhold $40,000 from its bill. 

Hedin claimed the WSB lacked the auth- 
ority to interfere with a cost plus fixed fee 
contract. In hearing the appeal, the three- 
man WSB in Washington side-stepped that 
point and therefore had to ignore the with- 
holding directive to the VA. Hedin now 
plans to appeal to federal courts. 
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FIRE SATETY in 20% of schools rated ‘‘unsatis- 
factory”’ by U.S. Office of Education. 


EDUCATORS URGE SCHOOL BUILDING BOOM 


If the cries of alarm from educators meant 
anything, the U.S. was getting closer to a 
monster school building boom. The U.S. pub- 
lic school system, said U.S, Education Com- 


missioner Earl J. McGrath this month, is “in 
danger of a breakdown . . . unless we take 


immediate steps to provide more classrooms 


and teachers.” Because school construction 
was neglected, first in the depression, then 


in a war, and lately under CMP, the back- 


logged need for schools “is very much worse 
than any time during the last 25 years,” he 
explained. 

To a House committee, McGrath cited the 
shocking results of a survey of school needs 
in 25 states which enroll 44% of the nation’s 
public elementary and secondary pupils: 


>» 40% of the schools are over 30 years old; one 
in every six is over 50. 

>» 15% of classrooms have less than 15 sq. ft. of 
Another 31% 


have not 


floor space per pupil. 


over 20’. (Educators agree 30 sq. ft. is essential.) 
> Considering items like structural stability, fire 
safety, education adequacy, a shocking 409% of 
the schools were rated “unsatisfactory” by state 
or local educators (see cut). 

> 20% of the schools were below minimum fire 
safety requirements (for one-story buildings, only 
isolation of furnace rooms; for two-story build- 
ings, fire resistive outside walls, stairs and corri- 
dors; for three-story structures, fire resistive 
throughout except wood floor cover and trim). 
(See cut.) 

Result, as computed by McGrath, is that 
the U.S. schools need $659 million of reha- 
bilitation and remodeling, $8.7 billion of new 
construction now. On top of that the World 
War II baby crop confronts schools with a 
25% increase in pupils by 1958. Compared 
to the $10 billion (or $2 billion a year) thus 
needed to bring U.S. schools up to date by 
1957, the nation was spending only $1.3 bil- 
lion on its schools in fiseal 1951-2. 
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Miller lighting systems give you the maximum benefit 
of proper lighting. Easy, accurate vision for best accomplishment. 
They are engineered for easy installation —for low maintenance — 
for long service —for finest dollar-for-dollar value. Behind them 
are 108 years of pioneering and progress in GOOD LIGHTING. 
There’s no need to compromise on lighting that’s “’almost’’ 
right. Miller has a complete line of luminaires—Fluorescent, 
Incandescent, and Mercury-vapor—that cover a wide range 
of industrial and commercial lighting requirements—that have 
been proven in thousands of installations. 
Light with confidence the proven Miller way. Miller field engineers 
and distributors are conveniently located for nation-wide service. 


Luminaire shown is the Miller deep aluminum Troffer — 
the ultimate in low brightness for lighting comfort. Like 
all Miller Troffers, units can be arranged to form ceiling 
patterns as desired — CEILINGS UNLIMITED* 


Reg. trademark VU. >. Pat 


interior shown is Lamont Library, Cambridge, Mass. 


ARCHITECTS, Coolidge Shepley Bulfinch and Abbott, Boston, 


LIGHTING ENGINEER, Willard Thompson, Boston, Mass 


ELECTRICAL CONTRACTOR, Hixon Electric Co., Boston, Mass. 


Muss 


THE - i COMPANY weniven, Conn. 


SINCE 1844 


ILLUMINATING DIVISION: Fluorescent, Incandescent, Mercury Lighting Equipment 
HEATING PRODUCTS DIVISION: Domestic Oil Burners and Liquid Fuel Devices 


es 


ROLLING MILL DIVISION: Phosphor Bronze and Bross in Sheets, Strips and R 
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Near-Airport Land Values Unaffected by 


N.Y. Crashes as Homes Encircle Runways 


Airborne catastrophe was becoming tragic- 
ally habitual around New York City this 
spring. The resulting public uproar posed 
Gordian problems not only for the airline 
industry, dependent for its livelihood on 
access to metropolitan mass markets, but 
for the real estate industry whose laissez- 
faire approach to land use around airfields 
might be forced into drastic revision. 


Even on a pyramid. After the American 
Airlines Convair crash at Newark Airport 
Feb. 11 (killing 28 passengers and four 
residents in Elizabeth, N. J., homes) the 
New York Times commented: “In an age of 
air travel we can expect accidents, and it is 
impossible to move wholly away from 
danger. One might say one is not safe from 
an airplane accident . . . even on top of a 
Mexican pyramid (where two were killed 
and one injured a week later), or in an office 
in the Empire State Building (where 13 
were killed and 25 injured when a plane 
clipped the building’s 79th floor in 1945) .” 

The Times’s fatalism was not shared by 
the people of Elizabeth. Having tallied 
three crashes and ten resident deaths dur- 
ing a two-month period, they demanded 
Newark Airport be shut down permanently 
as a hazard. 

On April 5, a C-46 cargo plane crashed 
in the middle of a Jamaica, Long Island. 
residential section. Five persons (three of 
them residents) were killed. Thirteen others 
were hurt. Five homes were destroyed. The 
plane had missed its landing at New York’s 
mammoth Idlewild Airport. Two days 
later, four New York City councilmen were 
demanding that both Idlewild and La- 
Guardia Fields be shut down. 


Localized furore. The New York area 
uproar, however, gave no sign of spread- 
ing elsewhere across the nation. Explained 
realtor A. B. Cass of Dallas, who spe- 
cializes in property around Love Field: 
“I am convinced that commercial airliner 
crashes have to happen in your home town 
to have any appreciable effect on property 
values near your airport.” 

Many communities were nonetheless busy 
with zoning regulations to restrict building 
in the path of runway approaches. But in 


at least as many more, judging from a 


Forum survey of eight major U. S. airports. 
homes and industries were mushrooming 
unrestricted on the edge of airports where 
they face the same perils as Elizabeth. 


Two-mile safety belt. The FHA, in an 
analysis last July of residential areas near 
airports, found major airports should be 
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at least 2 mi. from homes. Reason: glide 
angles currently in use put planes at 210’ 
to 350’ above ground 2 mi. out. (AF, Feb. 
D2, p. 148.) 

Said FHA in outlining an “effective area 
of objection” to homesites around airports 
(see diagram) : “The resulting noise, vibra- 
tion and hazard—psychological as well as 
real—of low-flying aircraft will have a de- 
pressing effect upon the desirability and 
marketability of land...” In two cities, 
FHA had acted to back up its policy. 


> In Tulsa, FHA banned its insurance on loans 
in areas near Municipal Airport—partly because 
heavy C-47 jet bombers manufactured there soon 
would be using ‘the runways. 

> In Seattle, FHA refused to insure further loans 
in the Boeing Field area Jan. 1 because it con- 
sidered the lengthening of a field to accommo- 
date the new Boeing XB-52 a threat to the homes 
built right across the street. The field is less than 
an air mile from the downtown’s center and 
planes fly as low as 50’ over housetops a block 
from the field’s north end. The Elizabeth crashes 
had no effect on property values because, as one 
realtor put it: “Since a nonsked plane crashed 
into a house 18 months ago property values around 
the field have been so low they couldn’t get 


” 
worse, 


Zoning controls. Even in some cities pro- 
tected from take-off and landing crashes by 
geographical advantages, zoning laws re- 
strict developments close to approach zones. 


>In Boston, which considers its Logan Airport 
the best-protected in the U. S., the field is a 
filled-in peninsula with practically all take-offs 
and landings made from the water side. Although 
the field is only 20 mins. from downtown Boston, 
its unique location jutting into the harbor keeps 
planes at a minimum 1,000’ altitude over the near- 
est residential areas. Zoning regulations, passed 
this year by the Massachuset:s legislature, temper 
new building heights for a radius of 8 mi. 

> In St. Louis, the airport is 14 mi. from the cen- 
ter of town—way out—and housing is the optimum 


BOSTON AIR 


EFFECTIVE AREA OF OBJECTION 





EFFECTIVE AREA OF OBJECTION 


AIRPORT HOMESITES should avoid areas inside 
a kidney-shaped belt around airports, warns this 
FHA diagram. Approach zones for noninstru- 
ment runways usually flare from 500’ wide at the 
edge of a field to 2,500’ 2 mi. out; approach zones 
for instrument runways spread from 1,000’ at 
field’s edge to 4,000’ wide 2 mi. away. 


2 mi. away from the instrument runway’s approach 
zone. However, developments are now being con- 
sidered on land within the approach zones. The 
city, afraid of starting a land speculation run by 
buying up property, is instead trying to get its 
suburban municipalities to co-operate in zoning 
future construction out of these approach zones. 

> In Kansas City, Mo., a city ordinance limits 
building heights around Municipal Air Terminal 
to from 50’ to 108’, depending upon the building’s 
proximity. When a builder tried to put up four 
12-story apartments on a bluff near the airport’s 
north approach two years ago the airlines pro- 
tested. The builder compromised by erecting five 
10-story apartments instead and moving them back 


from the bluff. 


Schools by runways. In at least three 
cities community complacency ignores the 
fact that residential areas are jammed right 
against the airport: 

> In Dallas, planes landing at Love Field fly 250’ 
above homes abutting the instrument runway, 
Residential developments are adjacent to two 
sides of the field, % mi. from the other two. 
Although the Elizabeth crashes had no effect on 
land values, a local crash in 1949 (killing 28 per- 
sons) brought “a terrific turnover” for eight to 
12 months. 


Fay Foto Service, Inc. 
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a Hospital Built for Reliability... 
and Selected 


IaWANER, 


HEAVY-buTYy BOILERS 















SANTA ROSA HOSPITAL, San Antonio, Tex. 
PHELPS, DEWEES & SIMMONS, Architects 
GUARD M. BAKER, Engineer 

JUD PLUMBING & HEATING C€O., Heating Contractors 


By specifying Kewanee Heavy-Duty Boilers, 
for 100, 125 or 150 pounds working 
pressure, large institutions can be certain 
of dependable heat at all times with an 
ample reserve for emergencies .. . plus high 
pressure steam for kitchens, laundries, 
sterilization and other equipment. 

Pictured is the Santa Rosa Boiler Room 
with its battery of 2 Heavy-Duty 
Kewanees each of 270 HP... producing a 
total of 15,000 Ibs. steam hourly. 








KEWANEE BOILER CORPORATION 
KEWANEE, ILLINOIS 
Eastern District Office. 40 West 40th St., New York City 18 
Division of Amrricay Rapuator & Standard Sanitary corronaion 
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p> In Los Angeles, although the Municipal Inter- 
national Airport is 15 mi. from the downtown 
section, factories and homes have clustered so 
close to the field planes fly as low as 50’ over their 
roofs. Even when 1,000’ in the air, the planes 
flicker TV images and vibrate houses. Sabre jets, 
making their final “break go-around” tests, scream 
through the neighborhood. As one Inglewood 
realtor explained: “The few normally nervous 
people either don’t buy here or move out quickly. 
Because of all the industry springing up around 
the airport [to facilitate air freight shipments] 
people are mad for property in this area. Hell, 
they would buy right alongside the runway if 
they could get it.” 

(In Pomona, north of Los Angeles, a new Con- 
yair guided missile plant has pushed realty values 
near one of the city’s two airports from $4,000 an 
acre to $30,000 and $40,000.) 
>In Chicago, residential property adjacent to the 
mile-square Midway Airport has actually increased 
in value the past few years ($30 to $50 a front 
foot for 30’ to 40’ wide lots). Said one home- 
builder: “You don’t get disturbed by anything 
unless you become immediately affected by it 
yourself.” This complacency is pointed up by the 
fact that 3,500 of the 4,500 homes built near the 
airport during the past three years are occupied 
and 1,000 more are abuilding. The only civic pro- 
test occurred several years ago when the roar of 
planes taking off and landing on the southwest 
runway made teaching hectic at the Hale Elemen- 
tary School, on the south edge of the airport. 
Upshot was that airlines promised not to use the 
runway during school hours. 


Dilemma. In general, residents object to 
airports because of the safety factor (future 
Elizabeths), noise, heavy night illumina- 
tion, and the motor traffic that brings the 
passengers and freight back and forth. 
The Urban Land Institute has taken the 
stand that airports and residential areas are 
there should be 10 to 20 
mi. of open country between them, even 


“incompatible” 


if it means instituting a helicopter com- 
service. ULI Director Max S. 
Wehrly says this should be retroactive: in 
other words. Newark Airport should pack 
up and move out. 


muter 


Despite ULI’s safety arguments, muni- 
cipalities are well aware of the business an 
airport brings. They know that the public 
chooses air travel as a time saver and that 
banishing an airport to the hayfields will 
diminish that time saved. Even though 
Newark Airport is still closed to commer- 
cial flights, it is doubtful northern New 
Jersey can long be without a major airport. 

Most students of the problem say the 
answer lies not in abandoning airfields, but 
in increasing their safety factors and in 
subordinating adjacent residential develop- 
ment to the more primary requirements of 
runway approaches. This is the problem 
currently confronting Lt. Gen. James H. 
Doolittle, who heads a Presidential com- 
mission studying the location and use of 
airports. The commission, formed after the 
third Elizabeth crash, will present its find- 
ings to the White House by May 20. 
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PEOPLE * lumberman named DPA construction chief; Perkins & Will 


to do Field shopping center; Imperial Hotel shakes off its colonels 


Appointed as Deputy Defense Production 
Administrator in charge of construction and 
resources expansion was John H. Martin, 
39, president of United 
Lumber Yards, Mod- 
esto, Calif. Heading a 
new set up of DPA’s 
former offices of re- 
sources expansion, 
Martin will be the key 
policy man in all DPA 
decisions affecting in- 
dustrial construction. 
Thus DPA belatedly named a top-level con- 
struction coordinator, months after the real 
need had ended. Martin’s will be the 
needed signature on DPA activities affect- 
ing tax amortization, industrial expansion 





loans, procurement loans and advance pay- 
ments to industry. Martin served five years 
with the War Production Board. He suc- 
ceeds troubleshooter James F. King, who is 
to become DPA representative on the Inter- 
national Materials Conference. 


Chicago architects Lawrence B. Perkins 
and Philip Will Jr. won the coveted assign- 
ment of designing the giant Marshall Field 
& Co. shopping center at suburban Skokie, 
Ill. (Dec. issue 51). The $25 million cen- 
ter, now named Old Orchard (to suggest 
the “casual country atmosphere”), will oc- 
cupy 110 acres, have room for 90 stores, 
7.000 cars. Field itself plans to mother its 
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nest with a 350,000—400,000 sq. ft. branch 
store. Perkins & Will are preparing final 
plans, hope to break ground before the end 
of the year—the government willing. Per- 
kins & Wills’s plan won out over Skidmore, 
Owings & Merrill; Howard T. Fischer & 
Associates; and Shaw, Metz & Dolio. Field 
bought all four sets of plans. 


The American Army generals moved out of 
Frank Lloyd Wright's Imperial Hotel the 
first of this month and the people of Tokyo 
knew the war was really over. Gone were 
the Very Important Persons and the very 
top brass who with rent-free suites and 40¢ 
banquet repasts never had it so good (colo- 
nels’ ladies now and then had to be re- 
strained from walking through the lobby in 
slacks and halters). The Japanese took over 
with a flourish, announced rooms would 
now be $5 to $40 a day, passed canapés 
to the tune of “The Roses Are Blooming in 
Picardy” and had the Emperor’s daughter 
on hand to lend social endorsement. Wright 
sent a telegram of congratulations. 


After a facts-of-life talk by Walter Gro- 
pius, knowledgeable chairman of Har- 
vard’s School of Architecture, members of 
the Chicago chapter last month became the 
first AIA group to study lifting the tradi- 
tional ban against an architect engaging in 
building contracting. Said Gropius: “Ar- 
chitects must regain the medieval role of 


(Continued on page 60) 


















CHILDREN’S HOSPITAL gets plug from Disney in fund raising 


Resourceful Texans, anxious to raise funds for 
a much-needed Texas Children’s Hospital (July 
issue '51) persuaded Walt Disney to draw the 
cover for their money-hunting brochure. Dis- 
ney obliged with a Mickey Mouse-Donald 
Duck’s eye view of the completed structure. 
The campaign opened in February and so suc- 
cessful was the approach that $400,000 of the 
needed 31.2 million ($1.35 million had already 
been raised from foundation gifts and horse 


show proceeds) came pouring in by the end of 
last month. 

Already under construction, the hospital oc- 
cupies 6 acres of Houston’s Texas Medical Cen- 
ter. Architect Milton Foy Martin has designed a 
five-floor, 100-bed structure that will have a 
large auditorium, an outpatient department, 
pediatric diagnostic laboratories, private rooms 
for worried parents to stay overnight and, for 
the kids, a toy shop and soda fountain. 
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This is quite a a 
big job. Guess we'll an The Kentile 
all be working overtime A 7 Flooring Contractor 
for quite a while. , - ge can give us a lot of help. 
; He knows all the right 
answers when it comes 
to flooring. 








Consider the Kentile Flooring Contractor 
a willing addition to your staff 


DUuE to the complexities of modern flooring ma- and economy in the use to which it will be put. 
terials available today, selection is increasingly Whether the problem is one of new construc- 
a job for trained flooring experts... men like tion or the remodeling of existing facilities, the 
the Kentile Flooring Contractor whose years of Kentile Flooring Contractor is available night 
study and experience qualifies him to choose the and day to help you select the floor that will give 
right floor for every installation... the one floor you the most for your money. Call on him as 
that has most to offer in appearance, durability, you would any member of your actual staff. 


© 
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KENTILE Asphalt Tile is pre- 
ferred for commercial and in- 
dustrialinstallation, large and 
small, because it always looks 
fresh and new in spite of con- 
stant daily traffic . . . resists 
dirt, stain and wear for long 
years of easy, inexpensive 
cleaning...retains its original, 
locked-in colors with only an 
occasional no-rub waxing. 
' And, Kentile’s low initial cost 
plus speedy, tile by tile in- 
stallation over any smooth, 
firm surface provides money- 
saving advantages where bus- 
iness must continue without 
cost-consuming delay. 








KENTILE + SPECIAL (Greaseproof/ KENTILE » KENTILE RUBBER TILE» KENCORK 


7 > KENTILE INC. 
ae 


KENTILE, INC., 58 Second Avenue, Brooklyn 15, New York + 350 Fifth Avenue, New York I, N. Y. * 705 Architects Building, 17th and Sansom 
Streets, Philadelphia 3, Pennsylvania « 1211 NBC Building, Cleveland 14, Ohio + 225 Moore Street, S.E., Atlanta 2, Georgia * 2020 Walnut 
Street, Kansas City 8, Missouri + 1440 lith Street, Denver 4, Colorado «+ 4532 South Kolin Avenue, Chicago 32, Illinois +* 1113 Vine Street, 
Houston |, Texas * 450! Santa Fe Avenue, Los Angeles 58, California + 95 Market St., Oaklond 4, Calif. * 452 Statler Building, Boston 16, Mass. 
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CONDITIONING 


A Major Advance in 








“ 





Lower Installation Costs 


York Unitary Air Conditioning can be installed in 
existing buildings where space is at a premium or the 
cost of ductwork prohibitive—or in buildings under 
construction where the required number of units can 
be installed more economically than a central system. 
Only three pipes are required—water supply and 
return, and drain. To facilitate piping, both right and 
left hand units are available. Each York Unitary Air 
Conditioner has an outside air plenum which allows 
you to locate the outside air intake anywhere from 
window sill to floor level. 


Lower Operating Costs 


Each York Unitary Air Conditioner has its own con- 
trols. During holidays, weekends, nights when only a 
few tenants are present, only part of the system need 
be operated to condition the spaces actually occupied. 
Cleaning and redecorating costs are kept to a minimum 
because all air—recirculated as well as outside air— 
is filtered. 
Minimum Space Required 


In the engine room, only space for a central water 
cooling system is needed. No air handling equipment 
is necessary. In the rental area, the compact York 








Muiti-Room, Multi-Story 
Air Conditioning 


York Unitary Air Conditioning 
as a system of individually con- 
trolled unit room air condition- 
ers for heating or cooling, with 


water from a central point. 


Unitary Air Conditioner takes up little space . . . can 
be partially recessed into the wall. 

Your nearby York Representative will be glad to show 
you how this latest York advance in more economical, 
more efficient air conditioning can save you time and 
details . . . save your client money and space. See him 
today or write York Corporation, York, Pennsylvania. 





York Unitary Air Conditioner 


Model CF-300 illustrated. Built in sizes with capacities from 
5000 to 14,000 Btu’s/hr. Contain direct connected centrifugal 
fans, water coils, and filter. Factory assembled and tested. 


gen" YORK 


Headguarters for— Refrigeration and Air Conditioning 
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WRIGHTFLOR RUBBER TILE in lens grinding plant of Bausch & Lomb 


Optical Company at Rochester, New York. 


Even ground glass doesn’t bother 
WRIGHT RUBBER TILE 


Bausch & Lomb had a severe prob- 
lem in their plant at Rochester, 
New York. They needed a floor 
covering that would stand up under 
a constant bath of kerosene, oil, 
abrasives used to grind lenses, and 
the ground glass itself. It sounded 
like an impossible problem. 


They installed promising floor cov- 
erings of different types in areas 
where conditions were most severe. 
At the same time they tested 
samples in their laboratory. 


All tests indicated that WRIGHTFLOR 
was by far the best of all materials 


tested. Successful service on the job 
was final proof that WRIGHTFLOR 
would stand up. 


Bausch & Lomb now has over 
40,000 feet of WRIGHT RUBBER TILE 
in their plant and are replacing 
office floors with WRIGHT as soon 
as the present floors become worn. 


Your floor covering requirements 
probably are not nearly so severe as 
those of Bausch & Lomb, but this 
performance record is proof that 
you can take advantage of the 
beauty, comfort, safety and ease of 
maintenance of WRIGHT RUBBER 
TILE in every installation. 


WRIGHT MANUFACTURING COMPANY 
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5205 Post Oak Road . 


Houston 5, Texas 
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* WRIGHTEX—Soft Rubber Tile 
* WRIGHTFLOR—Hard Surface Rubber Tile 
* WRIGHT-ON-TOP Compression Cove Base 


Below, WRIGHTEX RUBBER TILE in Beusch & Lomb display room. 























‘master builder’ if they are to survive in 


the industrial age. When the great cathe- 
drals were built the architect headed the 
construction team as co-ordinator. Now the 
young architect must learn to: work with 
the scientist and producer in developing 
new building materials; incorporate fin- 
ished materials into his design; work with 
the contractor on the site.” What’s more, 
said Gropius, an architect would no longer 
be “penalized” with a small fee. As it is, 
clients suspect he “rigs” the house price 
in order to increase his earnings. Were he 
a definite part of the financial enterprise 
such suspicion would be removed. Gropius 
repeated his words before the Philadelphia 
AIA this month. 


Texas Glenn McCarthy, the laird of Hous- 
ton’s Shamrock Hotel, the McCarthy 
Gas & Oil Co. and the McCarthy Chem- 
ical Co., met financial come-uppance at 
the hands of New York’s Equitable Life 
Assurance Society. McCarthy was about 
to form Glenn McCarthy, Inc., a wildcat- 
ting venture for which ten million shares 
of stock would be sold at $2 each. Equit- 
able, which has lent McCarthy $34 mil- 
lion for the Shamrock and the gas and oil 
company (Metropolitan Life staked him to 
the chemical company at $20 million). 
didn’t like the idea of its debtor spreading 
his talents so thin. Said Warner H. 
Mendel, Equitable counsel: “Equitable 
believes Mr. McCarthy should be required 
to devote all his time and energy to the new 
enterprise and that, therefore, his connec- 
tion with the old companies must be ter- 
minated.” Equitable set no time limit but 
strongly hinted that since McCarthy has 
fallen behind in his loan amortization 
(though not in interest payments) the next 
action might very well be foreclosure. 


Los Angeles architect-city planner Robert 
E. Alexander found business so brisk last 
month he decided to close his own office 
and concentrate on his joint business with 
architect Richard Neutra. On_ their 
agenda: a redevelopment plan for Sacra- 
mento, Calif.; the designing of Elysian 
Park, a super Los Angeles public housing 
project; and a mammoth physical and 
economic program for Guam to keep 
the island’s civilian economy flourishing 
after the Navy and Air Force construction 
programs peter out. The two architects’ 
ten year contract with Guam guarantees 
them a minimum of $25,000 annually and 
a maximum of $75,000, plus travel costs 
and living expenses while visiting the 


island. 


For 45 of his 80 years New York architect 
Electus D. Litchfield has been fighting to 


(Continued on page 62) 
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IDEAL FOR STORES, SHOWROOMS, SCHOOLS, BANKS, 
HOTELS, HOSPITALS, THEATERS, CHURCHES, OFFICES, VESTIBULES 
AND OTHER COMMERCIAL AND PUBLIC BUILDING AREAS 





A remarkably useful unit 


with dozens of applications 


ODINE Cabinet Units meet the requirement for fast, positive 

and quiet distribution of heated or cooled air — where 

the expense and elaborateness of unit ventilators or air condition- 
efs are not warranted. 

Models for heating with steam or hot water . . . cooling 
with chilled water. Cooling models may be used for both chilled 
water cooling and hot water heating. 

Exceptionally attractive in appearance and versatile in applica- 


tion, Modine Cabinet Units offer many interesting possibilities 


for new buildings and remodeling jobs. Available in five sizes 
from 120 to 640 Edr. 





Type C— basic Modine Cab- Attractive louvered plenum 
inet Unit for wall mounting base — with or without fresh 
where off-the-floor installation air damper — makes Type C a 
is desired. floor mounted cabinet. 
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GET FREE ILLUSTRATED BUL- 
LETIN 550 TODAY and find out 
how you can profitably use 
Modine Cabinet Units. Call your 
Modine representative listed in 
the classified section of your 
phone book. Or write direct to 
Modine Manufacturing Company, 
1507 DeKoven Ave., Racine, Wis. 
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CABINET UNITS 


FOR HEATING & COOLING 





Type C with optional inlet 
grille for ceiling use — (heat- 
ing only). Duct connectors 
also available. 








Type CR with face outlet 
grille and plenum base for re- 
cessed installation. This unit 
for heating only. 
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clear the name of his great-grandfather, 
William S. Cox. Cox was court-martialed 
by the Navy when a 3rd lieutenant aboard 
the U. S. frigate Chesapeake during the 
War of 1812. At the time, he was charged 
with being below deck instead of keeping 








-B.F.Goodrich 


the ship from surrendering to the British. 
Litchfield claims Cox was below deck sim- 
ply because he had helped carry to his 
cabin the dying captain, James Lawrence 
(who en route uttered the Navy scripture: 
“Don’t give up the ship”). Last month, it 
looked as if Litchfield at last may have 
succeeded in his unsmudging. Pending be- 
fore Congress was a bill introduced by Rep. 
Eugene Cox (D, Ga.)—no relation—to re- 
store Great-Grandfather Cox’s honor and 








commission. 

Said: Clifford S. Strike, F. H. McGraw & 
Co. president, to the Purchasing Agents’ 
Assn. of Connecticut: “We must not destroy 
our allies by making 
them more and more 
dependent on U. S. aid 
to balance their eco- 





nomic budgets. 
France’s physical ca- | 
pacity in the construc- 
tion and building ma- 
terials industries can 





. ™ only complete about 
20% (of our military installation pro- 
gram) within a specified time. An agree- 
ment exists between our two governments to 
spend all the construction program money 
within the French economy. This is so pat- 
ently impossible we should re-examine our 





whole policy.” 
Robert Moses, New York City Con- 


Your clients are sure to like B. F. Goodrich Rubber Tile. It’s ! , 
struction Coordinator to the New York 


beautiful and easy to keep beautiful .. . it’s extra-durable State Assn. of Highway Engineers: “Un- 
and has an unequalled high gloss. less radical restrictive measures are 





adopted selfish property owners and pres- 


The superiority of B. F. Goodrich Rubber Tile lies in its 
Super- Density, an exclusive B. F. Goodrich feature which 
eliminates dirt-catching pores and creates a smooth, long- 


sure groups who have had a hand in in- 
creasing the traffic burden by overbuild- 
ing mid-Manhattan will bitterly regret 


— eee 


lasting, easy-to-clean surface. It needs no waxing . . . unless what they have done.” Jose Louis Sert, 
an extremely brilliant lustre is desired or foot traffic is un- architect and town planner, at the annual 
usually heavy. meeting of the New York Decorators Club: 

, . ’ : “Open spaces in the city are outdoor liv- 
Super-Density has been achieved without the sacrifice of aa ace that need decorating, Sculpture 
natural resiliency through technical knowledge, research and and other art objects are an important part 
over 28 years of experience. of city decorating and should not be hid- 


For complete information about B. F. Goodrich Rubber Tile in te eeeen. Beleiigy veld be as 


and other Flooring Products, see Sweet’s Catalog or write 





harmonious architecture to create more 
beautiful city landscapes.” Carl Feiss, 





today to: Dept. M4, B. F. Goodrich Co., Flooring Division, HHFA slum clearance and urban redevel- 
Watertown 72, Mass. opment planning and engineering chief, at 


a regional AIA meeting in Colorado 
OORING PRODUCT; Springs: “Instead of learning from the 


older cities what not to do, we out here, 
(Feiss is a former Denverite), either from 
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BBE f ASPHA f VINYL PLASTIC TILE - RUBBER COVE BASE - ACCESSORIES 





ignorance or an ‘it can’t happen here’ atti- 





tude, are following the same downhill 
trend that has turned two-thirds of Cleve- 


(Continued on page 64) 
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applications 






TO SUPPORT, SUSPEND. “AND MOUNT. 
ALL KINDS OF MECHANICAL PIPING The UNISTRU 


ing conserves $ 


ts 
sh. No drilling, no welding, no no special tools or equipment— npower hours, cu 
im- oe adjustable UNISTRUT framing assures exact slope or pitch! ™ overall costs 


his 


+ method 


zed 





1ce 












UNISTRUT INSERT 





Trapeze Hanging and 


be- Vertical Rise Pipe Roller Support Assembly 











oy | P-1001 UNISTRUT VERTICAL 
RISE 





‘0- P-1068 


an Horizontal Pipe Run, Rigid Frame Beam 


ut - Column Mounted Suspension 





P-1001 UNISTRUT -> P-1001 


P-1068 





Tunnel Installation 
with Concrete Inserts 





rk P-1480 


»S- | P-1000 UNISTRUT —» 


P-1045 or P-1047 





al 


- a Oulg UNISTRUT 


offers this Spring-Held Clamping 














rt Nut which ties together both sides i 
5 of the slotted channel and forms is 
d- 5 a Box Section at points of connec- sal 
af i tion for greater load strength. 
. ) 
” E UNISTRUT Products are Bonderized 


UNISTRUT PRODUCTS COMPANY ‘ 
1013 W. Washington Bivd. \ 
Chicage 7, Illinois, Dept. F4 


For Defense Production—Every 
day the value of UNISTRUT 








products is being proved by Please send without obligation the items checked below: 
a their use in Defense Industries — ("] Catalog No. 700 ~——[_] UNISTRUT Sample 
1e and Armed Sérvices installations wes 
.. where flexibility, and assembly ” 4 re eee 
Re and erection speed count most. Compony — 
: Fil i At them 3 iene AT IIA 
? ae a ee 
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Centrifugal fans like this “Buffalo” Limit-Load 
model are generally the first choice for large 
ventilation, exhaust and air conditioning sys- 
tems. Their efficiency is high even when in- 
stallation is at a curve in the duct. Medium 
speed fans, they are ideal for handling 
large volumes of air quietly at medium 
pressures. “Buffalo” Limit-Load Fans 
have the additional advantage of 
being non-overloading, regardless 
of the system pressure. For fur- 
ther factors in the selection of 
a centrifugal fan, write for 
Bulletin 3737. 


6° 











e* 


BUILDS BOTH TYPES 


Axial Flows on the other hand, move air 
by the propeller principle, straight 
through the fan housing. These 

fans will thus be most ef- 
ficient mounted in straight 
runs of duct. They are 
ideal for light-duty ven- 
tilation and air condi- 
tioning service at 
pressures to around 

2”. Axial Flows are 

higher velocity fans 

than centrifugals, 

are lighter weight 

and more compact 

than centrifugal 

fans, therefore lower 

cost for duct-mount- 

ing on ceilings, walls, 
etc. However, the per- 
formance curve is often the last analysis in your 
choice of fan for each job. “Buffalo” Bulletin 3533-C 
contains a comparison performance chart of both “Buffalo” 
Limit-Load Fans and Axial Flows. A copy will be mailed to you on request. 


FIRST 
FOR FANS 


BUFFALO FORGE COMPANY 


142 MORTIMER ST. BUFFALO, NEW YORK 
PUBLISHERS OF "FAN ENGINEERING” HANDBOOK 
Canadian Blower & Forge Co., Ltd., Kitchener,Ont. Sales Representatives in all Principal Cities 
VENTILATING AiR CLEANING INDUCED DRAFT EXHAUSTING 
aelelti. ic PRESSURE BLOWING 





AIR TEMPERING 
HEATING 


FORCED DRAFT 





land and equal percentages of Detroit and 


St. Louis into slums. Western cities are 


already showing signs of internal decay.” 


Wanted by the FBI for driving a stolen car 
across state lines and by local authorities 
for stealing blank checks from upstate New 
York architectural of. 
fices. forging and pass. 
ing them, is Allan 
Frederick Gausman, 
30, of St. Paul, Minn. 
According to the FBI, 
Gausman (who has 
nine known aliases) 
knows just enough 
about drafting termi- 
nology and working habits to hoodwink 


architects into hiring him. 


Vamed: Stephen D. Bechtel, president of 
the West Coast’s giant Bechtel Co., as 
“alumnus of the year” by the University of 
California Alumni Assn. His class: 1923; 
Albert W. Butt Jr., as president of the Ar- 
chitectural League of New York; Ivar H. 
Peterson, as a member of the five-man 
National Labor Relations Board. He suec- 
ceeds James J. Reynolds, who resigned: 
Carl D. Franks, as executive vice president 
of the Portland Cement Assn.; Dr. Maria 
Telkes, M.I.T. metallurgical research asso- 
ciate (designer of a solar-heated house in 
Dover, Mass.), as recipient of the Society 
of Women Engineers’ first meritorious ser- 
vice award: Arthur E. Silver, retired West- 
inghouse Electric chief engineer, as winner 
of the American Institute of Electrical Engi- 
neers 1951 Lamme Gold Medal: Dr. Albert 
L. Washburn, executive director of the 
Arctic Institute of North America, as scien- 
tific director of the Department of De- 
fense’s Snow. Ice and Permafrost Research 
Establishment at Wilmette. II1.: Col. Ben- 
jamin B. Talley, as the Corps of Engineers 
North Atlantic division chief; Walter D. 
Teague, New York industrial designer, as 
Designer for Industry in Britain’s Royal 
Society of Arts; Charles B. Levinson, as 
president of Cincinnati’s Knapp Brothers 
Mfg. Co., producers of metal trim building 


products for schools and hospitals. 


Died: F. C. Biggert Jr., 73, board chairman 
of the United Engineering and Foundry Co. 
and a pioneer in the design of continuous 
strip mills, Feb. 10 in Pittsburgh; Morris 
W. Kellogg, 79. whose M. W. Kellogg Co. 
planned the Oak Ridge atomic energy in- 
stallations and put up oil refineries around 
the world, Feb. 20 in New York City: 
Bernard L. Green, 82. retired head of the 
Osborne Engineering Co., which put up 
Yankee, Cleveland and Notre Dame sta- 
diums, Feb. 28 in Cleveland; Oliver S. Ly- 
ford, 81. whe as a consulting engineer 


(Continued on page 66) 
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THE ALL-ALUMINUM MIAMI AWNING WINDOW 


Along America’s Southern Riviera and San Francisco’s 













mountain retreats, in towering office buildings 
and neat little Cape Cod homes — here you'll find 


slender-styled all-aluminum Miami Awning Windows. 


* Constructed from extra-heavy aluminum alloy sections 
(63-ST5). Both sides of vent sections are actuated with 
equal pressure through a patented, concealed torque shaft 
allowing easy, balanced opening and closing. 

¢ Concealed plastic weather-stripping, optional. 


¢ Available for immediate shipment. 















Paz > Ss WEA 






Specify the all-aluminum Miami Awning Window 
for homes, hospitals, schools, and office buildings. 






Air Infiltration Tests Taken by Pittsburgh Testing Laboratories 





For further information, see Sweet’s Architectural File 17A or— write, wire or phone Miami Window Corp., Dept., BF-4. 


Mi 
MIAMI WINDOW CORPORATION $5200 n.w. 37th Ave., Miami, Fla. . 
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for Fine, Modern Appearance 


Maximum Sanitation 


Cvndlarieg Detnie 





JEISART 


COMPARTMENTS 


Weisart installation in new office building 
of M & St. L Railway, Minneapolis, Minn. 
Architect Clyde W. Smith; general con- 
tractor James Leck Co. Ceiling hung 
Weisart, illustrated, enables easier floor 
cleaning. Same quality available in floor 
braced models. 





Smooth modern lines and lustrous finish of Weisart 
compartments are the exterior symbols of thorough-going 
quality. This quality is protected three ways: (1) flush steel 
construction with edges locked and sealed, galvanized surface 
smooth as furniture steel (2) Bonderized for additional 
corrosion resistance and positive adhesion of enamel 

(3) synthetic primer and enamel separately baked, combining 
highly protective surface with gleaming beauty 


in choice of 24 colors! 


In appearance and in the enduring Serviceability which their 
quality assures Weisways are eminently suited for use in today’s 


finest buildings. For detailed information, write 


HENRY WEIS MFG. CO.,INC., 402 Weisart Bldg., Elkhart, Indiana 


66 











helped put up New York’s Pennsylvania 


Station and the railroad’s tunnels under the 
Hudson River, Mar. 5 in Daytona Beach, 
Fla.; Harold K. Perry, 39, Easton, Pa. ar. 
chitect, Mar. 12 while attending a local 
Board of Education meeting which had ap. 
proved his design of a school addition; 
James S$. Cushman, 80, New York realtor 
and founder of the Allerton “white collar” 
hotel chain, Mar. 19 in New York City; Col. 
John Millis, 93, who devised and superin. 
tended the illumination of the Statue of 
Liberty, Mar. 20 in Cleveland; Everitt K, 
Taylor, 86, architect of New York schools, 
churches and homes, Mar 21 in South Or. 
ange, N. J.; Merritt J. Morehouse, 84, 
architect for the Chicago Fair of ’93, Mar. 
23 in Mansfield, Ga.; Paul C. Wolff, 65, 
vice president of New York’s Fred F, 
French Co., architects of Tudor City and 
Knickerbocker Village, Mar. 23 in Port- 
land, Me.; Thomas W. Marshall, 80, de- 
signer of engineering plans for the House 
and Senate roofs and the new House Office 
Building, Mar. 28 in Washington, D. C.; 
Edwin A. Strout, 80, whose Strout Realty 
Co. handles farm and country sales on a 
mass basis from offices in 31 states, Mar, 28 
in Phoenix, Ariz.; William J. Farthing, 61, 
former regional agent of the RFC Mortgage 
Co. and manager of the RFC’s New York 
loan agency and real estate advisor to mullti- 
millionaire Jesse Jones, Mar. 30 in New 
York City; Sumner Spaulding, 59, archi- 
tect for Los Angeles’ Civic Center, the Cata- 
lina Island Casino, and onetime head of a 
national AIA committee for urban re- 
development, Apr. 10 in Los Angeles; 
Lewis J. Johnson, 85, Harvard professor 
of civil engineering (1896-1934), and de- 
visor of the city manager form of municipal 
government, Apr. 15 in Cambridge, Mass. 


ANTITRUST probe of three 

mud trades opens in Chicago 
Federal grand juries in Chicago last month 
began investigating possible monopoly 
in the lathing, plastering and tile industries. 

Subpoenas went out to 39 employer and 
union organizations dealing with lathing 
and plastering (including Material Service 
Corp., U. S. Gypsum Co., Journeyman 
Plasterers Protective and Benevolent So- 
ciety (AFL) and the Chicago Building 
Trades Council). Indications were the 
jury would focus its inquiry on contracts 
for Federal projects built in Chicago dur- 
ing the last two years and use of union 
funds to obtain changes in city building 
codes. In the investigation into possible 
antitrust practices in Chicago’s tile indus- 
try, eight subpoenas were issued to mem- 
bers of the tile layers union, tile contractors 
and manufacturers. 


(NEWS continued on page 68) 
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38 Years Young. Siding, roofing, gutters, down- 
spouts and flashings of this coal hoist are 
Monel. Installed in 1913 at a -riverside 


i lant, th tal is still i llent 
A roofing sheet to remember... pore ASR, Ce SAGE Os ES Oe 


for protection against wear 
and abrasion! 


Look out! There’s trouble in the air! Right now — because of the demand for nickel 
Maybe it’s dust or dirt. Maybe it’s cinders or and nickel alloys in the defense program — Gov- 

fly ash. ernment orders prohibit use of Monel for build- 
Whipped in by wind — and washed around by _ ing applications. 








rain — these trouble-makers gang up on a roof. 

But they don’t get far against roofs made of 
Monel®! 

For Monel is stronger and tougher than struc- 
tural steel. It can never rust. Its smooth, hard 
surfaces not only resist erosion; they withstand 
even the abrasive, wearing action of sliding snow 
and ice. 


But the time will come again when there is 
enough Monel available for normal roofing needs! 
Meanwhile, let INCo help you in planning for the 
future. Call on our Architectural Section for the 
latest technical information and literature. 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street, New York 5, N. Y. 


ea 
MONEE 
m Gm ..‘‘For the Life of the Building” 


TRADE MARE 
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Explain yourself, Miss Smith! 





‘‘Why naturally I’ve enjoyed work more 
since we got the Autophone!”’’ 


“With the Autophone, my board doesn’t get jammed 

with inter-office calls — the automatic dialing leaves me free 

to handle long distance and important outside calls. 

And judging by the way everyone in the office uses the Autophone, 
they must love that ‘one-shot dialing’. ” 

Chances are, your “Miss Smith” has a full day handling 

outside calls and expediting long distance messages. Why not 
relieve that jammed-up board by installing an Autophone System 
to handle your inter-office calls for more speed and efficiency ? 

It will save you money too! Write, outlining your requirements, 
for information on the Autophone System best suited 

for your particular need. 











COUCH AUTOPHONE SYSTEM 


. - - 30 or 5O line systems ... 
“one-shot” dialing saves time, elimi- 
nates manually operated switch- 
board . . . simple, rugged, inex- 
pensive. 


Private telephones for home ond office . . . hospitol signaling systems . . . apartment house 
telephones and mail boxes . . . fire alarm systems for industrial plants ond public buildings. 
AV m3 a es = : Ry, Sad mY sores rt . ? ee Ps hire ras: “et 















al an: 34 


DEPT. 300 - NORTH QUINCY 71, MASS. 





BUILDING MATERIALS sales rise 
to fourth in U.S. retail trade 


Retailers of building materials and hard. 
ware were grabbing a bigger share of the 
U.S. consumer dollar. Reported the Dept. 
of Commerce: between 1948 and 195]. 
building materials and hardware moved up 
from sixth place to fourth place among the 
nation’s retailers. passing apparel and de- 
partment stores. Last year, building mate- 
rials and hardware men accounted for 7.1% 
of the country’s $150.6 billion dollar retail 
trade. Ahead of them: food (24.5‘% ), autos 
(17.6%) and eating and drinking places 


(7.5%). 


APARTMENT FOR AGED 
planned under FHA Title 7 


Boston is planning to build the U. S.’s first 
apartment development designed exclus- 
ively for old people. The $1.8 million proj- 
ect was born when the Home for Aged 
Colored Women came to the Housing As- 
sociation of Metropolitan Boston with a 
proposal to build a third class hotel to take 
care of some of the 600 aged in Boston’s 
South End. Association Director William 
C. Loring Jr., persuaded the Home to switch 
to FHA Title VII (which requires only a 
10% investment, permits 40 year amortiza- 
tion and lets the Federal government and 
city pay two-thirds of the site cost). The 
Home for Aged Colored Women agreed, 
gave $250,000 to the Commonwealth Hous- 
ing Foundation. 

Last month, architects Hugh A. Stubbins 
Jr. and James Lawrence were planning a 
six to eight-story building with 300 apart- 
ments accommodating 400 people. There 
will be kitchenettes for those able to do 
their own cooking and a central cafeteria 
for those who can’t, common rooms on each 
floor, medical and recreational facilities 
and elevators (Lawrence, after extensive 
studies of similar building in Scandinavia. 
discovered old people distrust ramps). Con- 
struction is to start within a year. 

Rents will vary from $42 monthly for 
those on old age-assistance to $65 for those 
financially independent. Half the tenants 
will be from 55 to 65 (to discourage the 
“last lap” atmosphere) and the rest over 65. 

Bostonians are convinced they have a 
good thing. A recent geriatric study showed 
that although old folks in rural areas tradi- 
tionally live with their relatives, 70°% of 
those in urban industrial communities pre- 
fer to live in their own place. (The HHFA, 
in a recent study, found the U.S.’s 11 mil- 
lion oldsters (over 65) were worse housed 
than any other segment of the community. 
HHFA officials have indicated they may ask 
Congress to set up a special housing pro- 
gram to take care of this group.) 


(NEWS continued on page 70) 
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Advertisement 


MUNICIPAL BUILDING in historic tamiton, onic, is 


air conditioned throughout with Frigidaire equipment 


Overlooking picturesque 
Memorial Park and 
Miami River, the Ham- 
ilton Municipal Build- 
ing is animposing land- 
mark in this pleasant 


Ohio city. 





City council chamber is dominated by mural de- 
picting the founding of the city’s predecessor, 
Fort Hamilton, by General “Mad Anthony” 
Wayne, in 1791. 





Cool, fresh, filtered air from wall type grilles add comfort to 
lobby office, where utility bills are paid. 


Frigidaire water-cooled 
compressor has step con- 
trol for automatically 
regulating capacity to 
meet changing load re- 
quirements. 
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A city government that has taken advantage of modern refrigeration 
equipment to facilitate and improve its activities can be found in the 
progressive city of Hamilton, Ohio, whose municipal building is one of 
the most modern in the country. 

The Frigidaire refrigeration equipment installed in this building in- 
cludes two large central system air conditioners; and a large central 
water refrigeration system, providing fresh, cool water for three remote 
drinking fountains. 

A 20-ton system furnishes air conditioning for the 4th floor utility 
offices, council chamber, city manager's offices and utility director's 
offices. A 15-ton system, located in the basement, supplies conditioned 
air to the police department and Municipal Court chambers. 

This air conditioning system has been in operation for 12 years, and 
during that period only one minor servicing job has been necessary. So, 
whatever your next air conditioning problem is, why not call the Frigid- 
aire Dealer, Distributor or Factory Branch that serves your area? Look 
for the name in the Yellow Pages of your phone book. See Frigidaire 
catalogs in Sweet’s Files, or write Frigidaire Division of General Motors, 


Dayton 1, Ohio. In Canada, Leaside (Toronto 17), Ontario. 


FRIGIDAIRE, America’s No.1 Line of 


Refrigeration and Air Conditioning Products 
Refrigerators «+ Electric Ranges * Home Laundry Equipment 
Food Freezers * Water Coolers + Electric Water Heaters + Air Conditioning 


Electric Dehumidifier * Commercial Refrigeration Equipment 


Frigidaire reserves the right to change specifications, 


or discontinue models, without notice 
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| CIVIL DEFENSE 





NOW...a versatile building panel 






/ fy 11 | “Rescue Street’ 
to add daylighting efficiency 7 if Built in Ruins 


One of the oddest construction jobs in 
U. S. history got started in Olney, Md. 





There, the Federal Civil Defense Adminis- 
tration began building a $200,000 street 


“Rescue Street” will consist of a group 
of buildings typical of most U. S. cities— 
a store, a theater, two-story dwellings, 


apartments and a five-story concrete office 


construction 


SIUET. 


| 
| of ruins to train atom bomb rescue workers. 
} 
| 
| 
| 
| 


building—but all with walls blown out, 
girders and beams twisted, roofs caved in, 
| and piles of debris blocking doorways, 
2S ; ’ PL: 
et rigid engineering principles of stress, 
| 
| 


weight and use of materials governed de- 





sign of the structures, says FCDA. Designs 
were developed from studies of high-explo- 
sive bombings in Great Britain and Ger- 
many and the atom bombing of Hiroshima 
and Nagasaki. 

Leaks, gas and shocks. A two-story and 
basement wood frame house (see photo of 
model, below) will provide instruction in 
tunneling in earth and debris. In the base- 
ment, a simulated electric service will give ! 
trainees a mild shock if they brush an 
uncovered wire. 

The two-story office-store-theater build- 
ing (second model, below) will typify 
many city school buildings and meeting 
Check these features: | halls which are “not well suited to with- 


@ Reduces daylighting costs up | stand” an atom bomb blast, says FCDA. 
to 50% or more. 

@ Interchangeable with corrugated 
side wall and roof construction, 
or flat panels, in both (Continued on page 72) 
existing and new construction. 


Adaptable to e Casity installed. 
@ Maintenance-free. 


unlimited uses for maxi- © tay be ext, cowed, nailed, 
mum lighting efficiency bolted, drilled or punched. 





Big danger: a shift of the walls will let 


the roof collapse, trapping occupants. 


or unusual architectural effects, Widely used for: 
STRUCTOGLAS offers economy, dur- nthe. 
ability, high level transmission © Window walls. 
of natural diffused light... plus attractive appearance. ©@ Office partitions (fixed 
This translucent, Fiberglas-reinforced building or moveable). 


d : f @ Shower and toilet partitions. 
panel is extraordinarily strong, yet light- © Conegtes ent euciens. 
weight; low cost but long-lasting! @ Interior wall panels. 

@ Decorative exterior facings and 
many others. 

Translucent colors: Surf Green 

Crystal Blue e Harbor Blue 

Tangerine @ Ivory « Lemon Yellow 


Opaque colors: Tile Red 


Sunflower Yellow e Emerald 


STRUCTOGLAS Division of 


international molded plastics, inc. 
4387 West 35th Street, Cleveland 9, Ohio 


Please send me complete Structoglas information. 


Available in standard heavy and extra heavy 














corrugations to match metal and asbestos EE oe 
cement in standard sheet sizes up 
to 12 feet in length. Also available in flat stock. ES - Oe See 
See our catclog in Sweet's File, Architectural ADDRESS 
TREES Se ee 
: . ! 
For full details, send this coupon today! p» sat goes | 


AF-4 | TWO-STORY OFFICES, STORE AND THEATER 
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VARLAR 


Stainproof Wall Covering 
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@ The Lovely Decorator-Effects of WALLPAPER 
@ World's easiest to care for Interiors 
@ The decorating ECONOMY of Walls that JUST WON'T STAIN 





Let’s be frank. Success of any decor depends on taste, suitability and 
ability to meet the challenge of time! Varlar is versatile, available in range 
of types, patterns ... “brings off” any decorating effect. And it is 
unchallenged in ability to “outsmart” time . . . with its amazing 
resistance to dirt and stain. Grease, ink, mercurochrome, lipstick, crayon y, 
and countless more, simply soap-and-water disappear ! Washes up to 

25,000 times if need be! For homes, hotels, theatres, public buildings, / 
Varlar is today’s most functional wall ! Goes on simply, easily as 

wallpaper; is beautiful indefinitely, cuts maintenance costs to the bone. 

Let us consult with you on your decorating problems. 


Send FREE Varlar Division, United Wallpaper, Inc., Dept. MB - 4, Merchandise Mart, Chicago 54 


Testing Sample of Name 


VARLAR Hie ——_________ SAN ees FHM AO 


City " _ State i 
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FACTORIES - OFFICE BUILDINGS - SCHOOLS 
HOSPITALS - CHURCHES - STORES 


SOLVE THEIR HEAT and HOT WATER 
PROBLEMS... ~——_\ 


for wa sh fou nt 
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those with hot water heating problems. 
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vilding with heat formerly 
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Taco water heaters are supP 

plants throughout the nee “a 
in this field is a big help 

















Heats entire b 
thrown away 







f large industrial user of steam was 
ee the condensate from their 
steam Processing into a 
thanks to the 3 Tac 





ARCHITECTS — ENGINEERS 
..» WRITE FOR 


simplified selection chart 
for sizing Taco water 
heaters under any 


. 7 IS AVAILABLE 
conditions such as steam 

| pressure, temperature * WHENEVER YOU 
| rise and pressure drop. NEED HIS HELP 





| SALES ENGINEER 









ao" 





Better Heating- 
Better with Taco 
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The two-story and basement row house, 


typical of U. S. urban building from 1890 
to 1920, will require different rescue tech- 
niques because water will pour from simu- 
lated broken water mains, and leaks of 
harmless gas will cover other areas. FCDA 
experts think walls of most row homes 
would not shatter into bits under bombing, 
but would crack into big pieces, with side 
walls pancaking into horizontal layers held 
apart by furniture. 


Needed: more data. Like the typical 
American town’s structures, the buildings 
at Olney are far from ideal for bomb 
shelters. Up-to-date bomb protection for 
most U. S. citizens was still blocked by 
military refusal to reveal to architects the 
results of last year’s Eniwetok A-bomb 
tests, where blast and radiation resistance 
of various types of structures was carefully 
measured. So far, only one fact had slip- 
ped out about Eniwetok. The Navy's Civil! 
Engineer Corps Bulletin reported that the 
most successful structures tested were of 
precast concrete formed with thin-shell 
ribbed panels welded or bolted together in 
arches, domes or gables (see p. 151). Cov- 
ered with 2’ of earth, they become safe 
personnel shelters 14 mile from ground 


zero of a Japanese-type A-bomb. 


DENVER SCHOOL of architecture 
to close for lack of funds 

To the 120 students enrolled in Denver 
University’s school of architecture and 
planning, Chancellor Albert C. Jacobs 
made a surprise announcement last month: 
the school would be closed at the end of 
the spring quarter in June because “the 
university cannot give to the school the 
financial support it deserves.” 

The school, founded in 1946, has a five- 
year course and was about to become ac- 
credited. The students who will be rooted 
out, many of them just short of graduation. 
heard Chancellor Jacobs’ sad sermon on 
finances: “Independent education cannot 
in these days support a first-class educa- 
tional or technical program without endow- 
ment funds or aid from the community. 


That help has not been forthcoming.” 


THE MAGAZINE OF BUILDING 

















ARC 








Se 


SS 


Seay 2s called for 


= 


CT | Ce 
<= --—— 
= — 












No. 395 
Church COREX Seat 
in black or white 














COREX® is a special composition, molded 





| over a core of hardwood fibrous chips, under 
| 7 . 
tons of pressure, into a homogenous unit 

| whose toughness and resilience defies frac- . 

‘ i , , rt 

| ture, cracking, chipping, warping or deterio- ns 

ration. = 

Rigid laboratory control guarantees uni- ltr 

ee iate Te . ° , Bh 

formity of the physical qualities which make Heavy brass insert imbedded continuously it 

: air . : across back and locked into molded core, 

CoreEx ideal for schools, hospitals, factories absorbs any stress, strain or shock. 

and all sorts of industrial and institutional 

installations. . 

! 





CHURCH PLASTIC WALL TILE 


Individual tiles of gleaming plastic in a wide 





range of colors, now available. 

Its light weight and ease of application 
make it particularly suitable for remodel- 
ling or new industrial construction. 





Write for brochure and sample tiles. 


C. F. CHURCH MFG. CO., HOLYOKE, MASS. 
Division of American Rapiator & Standard Saritary conroranon 





AMERICAN-STANDARD + AMERICAN BLOWER - ACME CABINETS - CHURCH SEATS - DETROIT LUBRICATOR - KEWANEE BOILERS - ROSS HEATER - TONAWANDA IRON 


ww 
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Where quiet is essential to concentrated and effective 
study or relaxed reading, PLASCOR floors under- 
score the silence motif. Scientifically created of Tygon 
vinyl plastic with resin-impregnared cork, these tiles 
are “sound mufflers”, and their extra resiliency adds 
to comfort afoot. Yet PLASCOR is almost completely 
free of “indentation” characteristics. 


Here, too, architects must specify flooring that will 
take wear in stride . . . stand up under the daily 
passage of busy, careless feet. 


Careful comparison reveals to the architect the fact 
that no other modern floor tiling can give ALL the 
advantages of PLASCOR. Neither alkalies, acids, 
grease nor oils affect it. It offers the quietness of 
cork plus versatility of color selection and un- 
matched wearing quality. It is truly flexible and 
easy to maintain . . “and it is less expensive than 
you might think. No wonder more and more 
architects are specifying PLASCOR for libraries, 
institutions, churches, public-meeting places and 
private homes. 

Easily installed on grade or over radiant heating, 
PLASCOR is available in Y-in. thick squares of 
814”, 11”, 17” and 34” size. 






U. s. ST 


Akron 9, Ohio 


In the expertly 
planned Lucas 
County Library 
at Maumee, Ohio, 
floors of PLAS- 
COR, installed by 
Bernard’s, Inc., 
Toledo, are func- 
tional and deco- 
rative. 


COMFORT afoot, walking 


or standing, is yours with re- 
silient PLASCOR floors. 


WEARABILITY tests 


prove the endurance of 
PLASCOR floors under de- 


manding conditions. 


SLIP-RESISTANT, wet or 
dry, PLASCOR removes the 


skid hazard of many aver- 


age tile floorings. 


ATTRACTIVE colors in 


marble effect, may be com- 


bined with harmonizing fea- 


ture strips and cove base. 
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NO MORE RIVETING? 


Sirs: 

I have read your article “No More Rivet. 
ing?” (AF, Mar. ’52) with interest. . . 

At present, due: to the inability to be sure 
that high tension bolts have been properly 
tightened, engineers with field experience and 
familiar with the rather crude methods yet de. 
veloped to test these bolts feel that they can. 
not be sure of the stability or strength of the 
connections. With proper testing this method 
of bolting connections will be very satisfac. 
tory. But, until I am sure that they can be 
properly tested, I will be reluctant to use them, 

. .. In the course of my experience, | have 
seen so many loose rivets after years of use— 
rivets which I know were very tight when 
placed—that I would be reluctant to believe 
that after a period of years the deformation 
which could take place in a tension bolt would 
not eventually loosen it... . 

We are very sure, through inspection pro 
cesses, of every weld that goes into a structure, 
So I feel that welding is absolutely safe. | 
would feel the same about the tension bolts if 
all bolts could be satisfactorily tested for 
proper tension. ... 

VAN RENSSELAER P. Saxe, Engineer 
Baltimore, Md. 


Sirs: 

We have not completed any study of the 
costs of replacing riveting by high-tensile bolt. 
ing. The steel frame of the Buick factory in 
Flint, Mich. is to be riveted. The Johns Hop 
kins Hospital at Baltimore and the Mayo Hos 
pital at Rochester, Minn., where we are cur 
rently erecting extensions, will make use of 
high-tensile bolting. In other words, there is 
no set policy, and determination of methods 


(Continued on page 80) 


V., W., F. & S.’s WALL 





e Detailed in the Dec. ’51 issue (but unfortunately 
without credit) and shown above, the 114 mile 
long serpentine wall enclosing Ford’s proving 
grounds at Dearborn, Mich. was designed by arch 
tects Voorhees, Walker, Foley & Smith.—Eb. 
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GAS-FIRED UNIT HEATERS 


€ aduasilage- 


% Eliminates need of expensive central-heating 












































system and labor costs of operating and main- 


tenance men. 


Minimum of installation space required and no 


fuel to order and store. 


Flexible operation, heat is used only when and 


where it is needed. 


Low operating costs resulting from the efficient 


use of clean gas heat, automatically controlled. 


Engineering layout service assures sound in- 
stallation planning to meet individual heating 


requirements. 


Heating can be combined with ventilating or 


summer air-conditioning distribution systems. 


use of unit heaters for commercial and 


a 
W p04 for helpful guide on the practical 


industrial installations. Ask for A.1.A. File 30-C-43. 





SURFACE COMBUSTION CORPORATION -; 


SUSPENDED MODELS 


Equipped with 
Propeller Fans 
or Blower Units. 





18 sizes and types provide capac- 
ities ranging from 50,000 to 
450,000 Btu/hr. Features include 
individual ribbon burners con- 
verting heat to separate heat ex- 
changers to provide greater 
efficiency in less space. Blower 
equipped units are used to quietly 
circulate warm air against higher 
Static resistance, permitting the 
use of ducts. 


DUCT HEATERS 


No fanor 
motor is re- 
quired for 
these units as 
installations 
are made to 
temper ven- 
tilating air or to supply heat 
through summer air-condition- 
ing duct work where air is cir- 
culated by a blower system. 
5 sizes provide capacities from 
85,000 to 225,000 Bru/hr. 


HEAVY DUTY FLOOR MODELS 








Sectional construction of units 
permits heating capacities up to 
1,500,000 Btu/hr. Sections can 
be equipped with directional 
diffuser outlets or to connected 
duct work. Units widely used for 
heating large areas such as air- 
plane hangars, warehouses and 
plants handling large assemblies. 


TOLEDO, OHIO 
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MORTON SALT COMPANY 
FOUND A WAY TO SAVE 


ON SMOKE STACKS... 





Keeping profit-eating mainte- 
mance and repair costs on a 
starvation diet was the aim of 
the Morton Salt Company when 
plans called for two new stacks. 
They found the profitable solu- 
tion standing right in their own 
back yard ... two genuine 
wrought iron stacks with 11] years 
of maintenance-free service to 
their credit and still in excellent 
condition. The new stacks were 
also fabricated from Byers 
Wrought Iron plate. 
You'll find it profitable to 
check the durability records of 
Wrought Iron the next time you 
consider material for corrosive 
service. 


Corrosion costs you more 
than wrought iron 


You'll want to see this 
sound film on Byers Snow 
Melting Systems. Our 
folder, “A Winter Won- 
der,’ tells you what the 
movie covers and how to 
apply for a showing. Send 
for your copy now. Write 
A. M. Byers Company, 
Clark Building, Pittsburgh 
22, Pennsylvania. 


BYERS 


WROUGHT IRON 
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will depend upon the situation affecting any 
particular job. ... 
J. Carutste MacDonatp 
Assistant to Chairman 
United States Steel Corp. 
New York, N.Y. 


Sirs: 

. .. I recognize that considerable research 
has gone into the preparation of this article 
and that it contains much information that I 
am glad to see publicized. In some places, 
however, it treads on thin ice and advances 
conclusions prematurely. . . . 

JONATHAN Jones, Chief Engineer 
Bethlehem Steel Co., Inc. 
Bethlehem, Pa. 


Sirs: 

... On the jobs erected in this territory we 
have encountered no trouble in the use of 
bolts. As a matter of fact, on a riveting job 
there are many places that give trouble where 
there is no room for backing up the rivets. In 
such cases bolts have been used and if there 
are any limitations on either type of constcuc- 
tion, it would be on riveting rather than bolt- 
a 

W. H. Hart, District Engineer 
American Institute of 


Steel Construction, Inc. 
Milwaukee, Wis. 


WELDING AND WEATHER 


Sirs: 

Your article “Welded Hospital” (AF, Feb. 
52) stated that the structural steel was 
erected in bitterly cold weather. The welders 
will certainly agree with this statement. . . . 
The bulk of the welding was performed at 
temperatures between zero and 15°. 

. .. This cold was not entirely detrimental, 
however. At these temperatures the steel 
beams were shortened their maximum amount, 
thus aiding in seating the erection clips. Also, 
with all welds made on contracted steel, any 
change in the steel dimensions caused by 
temperature, thereafter, was an elongation. 
This expansion placed the welds under com- 
pression. The welds could not be placed un- 
der tension by temperature changes. 

Weather also subjected the steel frame- 
work to a crucial test. On July 20, 1951, the 
most severe wind storm in recorded history 
swept this area. Wind velocities up to 135 mi. 
an hour were recorded at the airport 1% mi. 
from this building. At that time the entire 
steel framework was erected and welded, 
but only the first two floors had been 
concreted. Brickwork was completed on the 
first floor only. The scaffold for the brick- 
work was in place on all sides of the struc- 
ture supported by cables from outriggers 
placed above the roof. These cables were 
played out practically their entire length. 
The wind whipped these scaffolds as you 
would shake a rug, for a period of more than 


(Continued on page 84) 





















Here’s a 
Quick Tip 
Ona 
NEW USE OF 
METAL TRIM 


AK rapp \ 








Standard Knapp \ 
trim has been \ 
developed so that N 
chalkboards and N 
cork bulletin 

boards can easily 
be installed on 
any finished 
surface. No 
special wall 
construction is 
needed, permitting 
expansion of 
classroom area 
without expensive 
remodeling. Easy 
to install, neat 
and trim in 
appearance, 
Knapp Standard 
trim No. 28 and 
No. 29 are easily 
adapted to any 
wall condition. 
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Learn more about 
this and other 
new trim methods 
by reading “Trim 
Talks” a regular 
bulletin sent to 
you free. Write 
and ask to be 
placed on the 
mailing list. 

Write to Dept. TMB-452 


Knapp | 
MANUFACTURERS 
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METAL 
TRIM OF QUALITY METAI 


TRIM SINCE 1905 
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KNAPP BROTHERS MFG. CO. 
CINCINNATI 16, OHIO 


THE MAGAZINE OF BUILDING 





ARQ 











AB ih 


WAH ahi 


is practically indestructible 


Tile 
me 


Sloane Koroseal Tile Supreme eliminates 
floor disintegration because it is totally 
unaffected by grease, oil, fat, acid, alkalis 
and other substances. 


Shown by every test to be the longest 
wearing resilient floor tile ever made. its 
vinyl plastic composition insures indefi- 
nite service in any area where food is 
processed, cooked. or sery ed. 


The photo above is a partial view of the Koroseal Tile Supreme installation in 
the counter and kitchen areas of the J. C. Penney Co. cafeteria in New York. 


Counter-attack...with a floor that cant be beat! 


... defeats destructive food-formed acids 


... Stands up under the toughest traffic 


Koroseal Tile Supreme is more sanitary, 
too. Its nonporous surface can’t hold 
dirt . . . stays beautiful with quick, easy 
soap-and-water mopping and occasional 
waxing. And that means added economy. 

The through-and-through colors re- 
main beautiful under the severest food 
and foot traffic . . . won't fade or stain. 


Regardless of location—from engine 


room to luxury show room—Sloane Koro- 
seal Tile Supreme represents the ultimate 
in resilient floor covering—unmatched in 
beauty, comfort and durable service. 


Send today for free samples and speci- 


fications. Write Sloane- Ere 
Blabon Corporation, Box SLo 

AF, 295 Fifth Avenue. A aNE 
New York 16, N. Y. - <a> 
*Koroseal is a registered 


trade-mark of the B. F 
Goodrich Company 
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SLOANE S%Gaxal* TILE SUPREME 


SLOANE-BLABON CORPORATION e A DIVISION OF ALEXANDER SMITH, INC. 


LINOLEUM + TRENWALL e KOROSEAL TILE e@ LINOLEUM TILE ¢ RUBBER TILE . ASPHALT TILE © TRENTONE RUGS AND FLOOR COVERING 
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FOR ECONOMICAL HEAT 
IN PLANT EXPANSION, 
OR NEW BUILDINGS 


Capacities and 
Types for Every Job 





Blower Type 151 — Four 
sizes: 60,000 to 150,000 Btu 
input; oll welded, horizontal 
design; AGA and UL ap- 
proved. Shipped assembled 
and pre-wired. 


Floor Type UH — nine sizes: 
from 180,000 to 540,000 
Btu input in 45,000 incre- 
ments; AGA approved. Easy 
to assemble and instoil. 


7. 
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Type 150 Suspended Unit 
Heater — propeller fan 
type; 60,000 to 150,000 
Btu capacities; shipped 
assembled and pre-wired. 
AGA and UL approved. 


ae. ~ 





For an independent heat source when plant expansion 
exceeds steam capacity, or for a compact, efficient 
heating system in new construction where time and 
costs are vital factors — the Mueller Climatrol unit 
heater line supplies the perfect answer! 

Here are a few of the many savings they offer: 
¥ Installation Cost is Low — shipped pre-wired, completely 


assembled . . . just hang, connect to gas and power lines 
and vent. No special chimney needed. 


¥ Operating Cost is tow — efficient horizontal design assures 
maximum heat extraction, minimum fuel costs. 


¥ Maintenance is Easy — can be completely cleaned and 
serviced from below without lowering the unit. 

When you think of space-heating think of Mueller 
Climatrol. Capacities to fit any job you have. Write for 
complete information... L. J]. Mueller Furnace Co., 
2020W W. Oklahoma Avenue, Milwaukee 15, Wis. 


B-S6 
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two hours. The outriggers were twisted jp 
all directions and the scaffold planking wag 
carried hundreds of feet from the building, Jy 
spite of this extreme racking and twisting the 
framework remained plumb and not a weld 
was broken. 

All welds were re-examined prior to the 
placing of concrete forms and not a cracked 
weld was found in the entire structure, 

This is the first all-welded tier type build 
ing erected in this north central area and we 
all feel proud of the results. A better build 
ing was produced at a saving in both steel 
and labor costs. 

Cot. R. A. PHenps 
Fort Snelling 
St. Paul, Minn, 


e Representing the government on this VA hos 
pital project, Col. Phelps was in charge of field 


construction.—Eb. 


PLEASANT BUT NOT REVOLUTIONARY 
Sirs: 

By your monthly publication of one or more 
hospital projects, you are performing a much 
needed service to architects and all others whe 
read your journal. I am sure I express the 
sentiments of your readers in thanking you 
for this service. However, in all humility, we 
must constantly look to the improvement of 
all that we do. . 

The Anderson Hospital in Houston (AF, 
Feb. °52) is pleasant to behold and is well 
planned. I only wish that the planners could 
have avoided interrupting the various labore 
tory and research floors by the interposition 
of the operating department at the fourth 
floor. If the research wing perpendicular to 
the service wing were handled in some other 
way, a comparatively narrow court would have 
been avoided and a better outlook secured 
for the patients in the nursing wing which the 
research wing masks to a considerable extent. 
I also think it is a mistake to block corridor 
ends by stairs. Not only does this rob the cor 
ridor of light, air and view, but in case of fe 
ture expansion it would be necessary to teat 
down those dearly bought stairs, only to re 
build them elsewhere. 

As to your method of presentation I would 
like to see more plans in preference to photo 
.. ite 


not necessary to claim that every other hor 


graphs, and less extravagant claims. . 


pital you present is revolutionary. 
ISADORE ROSENFIELD 
Architect & Hospital Consultan 
New York, N.Y. 


DOES RICH’S TELL MACY’S? 
Sirs: 

I read with great interest the article on tht 
Rich’s Department Store addition (AF, Feb 
’52), because in many respects Rich’s solutiol 
was directly contrary to our solution {@ 
Macy’s Kansas City Store. 

In many respects, the project for Rich's #® 
completely successful, particularly the light 
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Windowed Rich’s 


ness and general clean effect of the exterior. 
Likewise, the interior design was competently 
handled. I believe. however, the disadvantages 
of the open front are quite obvious, as you 
have noted in your article. Our solution which 
resulted in a windowless building for Macy’s 
was based on the clients’ requirements that 
we have a peripheral stock room system which 
put reserve stock as close as possible to the 
selling departments. This, of course, placed 
the stock against the periphery or exterior 
walls of the building and therefore made win- 
dows a nuisance. I believe the requirements 
established by Rich’s must have differed, there- 
fore making possible the window wall on 
facade of the building. 

Although your article didn’t indicate an in- 
terior fixture arrangement, it has been our ex- 
perience that there are certain limitations in 
floor arrangement flexibility due to a window 
wall. Our client, as well as ourselves, was 


(Continued on page 88) 


Randazzo & Morrison 





Vindowless Macy’s 
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Type 20 Gas Boiler — 
cast iron, sectional; from 
315,000 to 3,780,000 
Btu input capacities. 


—low cost in every way 


No matter how you look at it, the Mueller Climatrol line 
gives you the best answer to your radiant and radiator heat- 
ing and hot-water supply jobs. Quality construction, compact 
design, advanced engineering—all ’round boiler “know-how’ 
— make every Mueller job low-cost from first to last: 
Initial Costs are Low — close-to-size capacities give you an 
economical installation for every job. Factory “assembled” 
tests make it easy to deliver an efficient installation. 
J Operating Costs are Low—meticulous engineering of every 
part plus top-quality material and construction standards 
assure years of fuel-thrifty economy with minimum service 


and maintenance. 


@ Future Expansion Easy — sectional cast iron construction 
makes it easy to add capacity for additional loads simply 
by adding new section-burner units, 

And that is just a brief outline of the many low-cost advan- 
tages of Mueller Climatrol boilers. Write for complete details 

...L. J. Mueller Furnace Company,2020W W., Oklahoma 


Avenue, Milwaukee 15, Wisconsin. 





Mueller Climatrot 





ORIES 


mie 








Capacities from 54,000 
to 3,780,000 Btu lin- 
cluding Type 20 above) 


Type 10 Gas Boiler 
— for steam or hot 
water heating or 
hot woter supply. 
Nine sizes —~ 54,- 
000 to 378,000 
Bty input, 


Type 11 Gas Boiler 
— Same as the 
Type 10 shown 
above except for 
the ovter casing 
— controls ore 
exposed, 
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The 525 William Penn Place Building, 
occupied by Mellon Bank and subsidiaries 
of U.S. Steel Corporation, is typical of the 
changes taking place in Pittsburgh today. 
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race ANEW LOOKa? PITTSBURGH 





it’s digging deep, building high, expanding fast 


Giant skyscrapers rising in the heart of the Golden ‘Triangle 
... blighted areas being reclaimed for modern housing projects 

new and old industries spending upwards of a billion 
dollars for new or modernized plants. 

That’s progressive Pittsburgh today! 

If you’ve thought of Pittsburgh merely as a busy “‘work- 
shop’’—take a new look! ‘Today it’s one of America’s boldest 
and most vigorous industrial cities. 

In this home of many of the “‘first names’”’ of industry, you’ll 
find a resurgence of civic spirit unmatched in America today. 
Add ta this Pittsburgh’s natural advantages of location and raw 
materials, its importance as a market for your products . 
and you may well decide that here is a logical place for 


your new plant or office. 


CAPITAL $60,100,000 


IN COMMERCIAL BANKING .. . the services 
of Mellon National Bank and Trust Company 
have played an important part in the develop- 
ment and growth of many industries. Building 
construction, steel, aluminum, glass, oil, trans- 
portation, electric power, gas, abrasives, coal and 
coke production . . . are some of the many indus- 
tries that have benefited by these commercial 
banking services. Perhaps this broad experience, 
plus Mellon Bank’s large loaning facilities, can be 
of special value to your business. 


MELLON 


NATIONAL BANK 


AND TRUST COMPANY 


PITTSBURGH 





MEMBER FEDERAL DEPOSIT INSURANCE CORPORATION 


SURPLUS $140,000,000 
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Quality-Engineered by 


TYPHOO 


DEPENDABLE EQUIPMENT 













FOR YOUR 
ING NEEDS 





AIR CONDITI 








SELF-CONTAINED UNITS 
SC MODELS 5 AND 81 


Whether the job calls for a 
single packaged air condi- 
tioning unit or a central plant 
...@ packaged water chiller or 

a heat pump — you can count on 
Typhoon equiprnent to supply your 
needs. And Typhoon’s quality engi- 
neering — backed by over 40 years of 
experience —is your guarantee of 


SELF-CONTAINED UNITS 
SC MODELS 82 AND 10 


CONSOLE UNITS 
SCO MODELS 1'/2-2-3 


trouble-free performance. 


SELF-CONTAINED 
(REMOTE) UNITS 
SC MODELS 
15 AND 20 


Satisfied Typhoon users include famous com- 

panies like RCA, American Broadcasting Com- 
pany, Warner Brothers and Whelan Drug Stores. 
They’ve found Typhoon equipment tops .in eco- 
nomical operation . . . tops in cooling efficiency. 
You will, too. 





EVAPORATIVE 
CONDENSERS 
EC MODELS 3-5-8 





EVAPORATIVE CONDENSERS 
EC MODELS 10-15-20 





AIR HANDLING UNITS PACKAGED WATER CHILLERS HEAT PUMPS 


ALSO — WINDOW UNITS, BOILERS, COILS AND MULTI-PACKAGED SYSTEMS UP TO 60 TONS. 


Write for Detailed Information ; 


TYPHOON AIR CONDITIONING CO., INC. 


794 Union Street, Brooklyn 15, N. Y. 


Specialists in Air Conditioning Since 1909 





ARCHITECTURAL FORUM «+ APRIL 1952 


87 




















TOILET 
COMPARTMENTS 
NOW 
AVAILABLE 


[~~ DELIVERY 


i PRICE 


“____ QUALITY 


QUALITY CONSTRUCTION 
TOILET lade of stretcher 
COMPARTMENTS 


DRESSING 
COMPARTMENTS 


HOSPITAL 
CUBICLES 


2 
t's 2 Architectural 


PROMPT SHIPMENT 
See your FIAT representative, or write to the FIAT plant nearest you. 
FIAT Consult us regarding your problems—we shall be glad to quote on 
Toilet Compartment or Dressing Compartment requirements. 
FIAT METAL MANUFACTURING COMPANY 


THREE COMPLETE PLANTS—ECONOMY + CONVENIENCE « SERVICE 


Long Island City 1, Franklin Park, lll. Los Angeles 33, 
New York (Chicago Suburb) California 


In Canada: FIAT COMPARTMENTS are made by 
Porcelain and Metal Products, itd., Orillia, Ontario 
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likewise concerned with the unbalanced light 
intensity which would be created by a window 
wall, the maintenance and window washing 
costs, the heat loss and the additional air cop. 
ditioning tonnage which was a big factor op 
our particular project. In the case of the 
Macy project, and its requirements, we felt 
that the windowless building offered greater 
advantages than a building with windows, ] 
personally feel that the Macy solution, as wel] 
as the Rich solution, although at opposite 
poles to each other, each possibly satisfy the 
clients’ requirements and both can be con. 
sidered successful. ... 1 doubt whether Rich’s 
architects, Stevens & Wilkinson, would agree 
that the window wall solution is a universal 
solution for all department stores. It would be 
interesting to conjecture which solution each 
of us would have obtained had Macy's been 
their client and Rich’s our client. I suspeet 
that the basic result would have differed little 
from that which we each obtained with our 
present architect-client relationship. 

Much of the success of a solution depends 
on conditions that are specific to each job and 
in view of these conditions, how well the 
architect solved the problem, For this rea- 
son, I feel that Stevens & Wilkinson, archi- 
tects and engineers, and Eleanor Le Maire, 
designer, have produced an exceedingly hand- 
some piece of architecture on both the exterior 
and interior. | seriously doubt that the Rich’s 
solution, “emphatically contradicts” the Maey 
solutiong-but rather that they are two entirely 
different problems which we logically solved 
in two entirely different yet satisfactory 
ways.... 

As usual, this presentation continues the 
high standards of reporting set by your or- 
ganization. The layouts represent good taste 
in selection and arrangement... . 

Ratpu FE. Myers 
Kivett & Mvyers. Architects 
Kansas City, Mo. 


Sirs: 

Regarding the new “Store For Men” built 
by Rich’s, in Atlanta... we have heard glow- 
ing reports of this article from many members 
of the men’s wear trade. 

Bos SIMON 


Ben Simon’s Quality Apparel 
Lincoln, Neb. 


WHY HIGH HOUSING? 
Sirs: 
I dispute “The Case for the High Apart 
ment” presented in your January issue. 
The economics of industry, demands of de- 
fense and optimum living requirements are 
operating forces toward decentralization. 
But as long as society licenses the real e& 
tate investor to increase population densities 
at the expense of human well-being, the now 
apparent disadvantages of high urban concen- 
tration will be maintained. Aside from the 


(Continued on page 96) 
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Magney, Tusler & Setter, Architects; 
Philip R. Reese, inc., KoolShade Contractors. 





How sun’s heat and glare is kept out of 
University of Minnesota classrooms 


When Ford Hall, the University of Minnesota’s Social Science 
building on the Minneapolis campus, was first occupied, 
instructors and students complained of the excessive heat 
and blinding glare from the windows. The 117 windows 
on the south and west sides let in a tremendous amount of 
glare and heat whenever the sun shone on them—which was 
a good part of the day. 

The Maintenance Department soon had Ingersoll KoolShade 
Sunscreens installed on all 117 windows. Now the rooms 
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THE MOST EFFICIENT 
OF ALL SHADING DEVICES 


KoolShade Sunscreen is like a miniature vene- 
tian blind woven of thin bronze strips. 
These bronze louvers set at a 17° 
angle, reflect and radiate up to 87% 
of the sun’s heat rays outside win- 
dows before they reach the window 
glass. It's the modern way to insulate 
windows against sweltering summer heat. 
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are comfortable inside even when the sun is blistering hot 
outside. Also, the bright highlights at the windows are 
reduced and only a cool, glareless light is admitted through 
the KoolShade louvers. 

KoolShade Sunscreen blocks out as much as 87% of the 
sun’s heat rays . . . 100 square feet of KoolShade on sun- 
exposed glazed areas is equal to one ton of air conditioning 
(12,000 B.T.U.’s). 

KoolShade Sunscreen with thin bronze louvers set at a 17° 
angle is scientifically designed to admit glareless light; 
eliminating bright glare and deep shadows that cause so 
much eye-strain. 

KoolShade Sunscreen can solve many of your problems of 
summer heat and glare . . . for school, hospital, office or 
residence. To secure maximum efficiency from any KoolShade 
installation, specify Ingersoi! aluminum framing. At the 
present time, priorities will speed delivery on both Kool- 
Shade and framing. 

KoolShade Sunscreen is <a and installed by factory- 

trained men in Ingersoll KoolShade distributorships through- 
out the country. 
Get the complete KoolShade story by writing for the “KoolShade 
Manual for Architects and Builders” to Ingersoll Products Division, 
Borg-Warner Corporation, Dept. MB-4, 321 Plymouth Court, 
Chicago 4, Illinois. 
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Take a look at 
ZROC 


for ’52! 


TAKE A QUICK LOOK 

at AZROCK’s New Color Line for 
52! Spread out the colors and com- 
) pare them with any other asphalt 











tile color line. See how color for 
color AZROCK is brighter, cleaner, 


more attractive. These colors will 


help you satisfy your clients more 
completely. 


TAKE A CRITICAL LOOK 
} — like your clients do. AZROCK 
colors are designed to give the archi- 


tect a completely balanced line of 


4 colors so that he can design interiors 
4 . . 
y of greater architectural perfection. 


TAKE A LONG LOOK 


at the physical characteristics of 


= 


these new color samples. Note the 
: smooth surface, the attractive 
marbleizing, and the sharp, precise 
dimensions. They all contribute 
to the AZROCK reputation for 


performance! 








‘ Write today for your copy of the 
. 1952 Asrock Color Chart. 
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important social consequences, a_ profit SYS 
tem which requires extensive land use over. 
loads facilities to the point that adequate 
transportation and parking, health and public 
services require financing in a measure far 
beyond municipal ability. 

As a means of control, the limiting of den. 
sities is the most important single step which 
can be taken to benefit the community. Why 
perpetuate excessive density through the con. 
struction of high housing, which in reality is 
merely our monument to a poor urban en 
vironment? 

Rosert L. Jones, Architect 
Chicago, Il. 


AUSTRALIAN ROOF BUBBLES 
Sirs: 

Your December articles on built-up roofs 
are very interesting to me, having been con- 
nected with the manufacture of bituminous 
roofing and felts and especially with the lay- 
ing in hot bitumen of built-up roofing speci- 
fications. 

Your article on preventing bubbles men. 
tions that the felts are stuck down to the in 
sulation with hot bitumen. I have found that 
the membrane of felts laid loose to either 
the concrete slab or the insulation will save 
blistering. If the concrete slab should crack, 
the surface roofing will not be affected. 

Harvey F. Wittiams 
Troy Roofing & Flooring Pty, Ltd, 


Alexandria, Australia 


GULF OIL BUILDING 


Sirs: 

I compliment you on the very excellent 
coverage on the Gulf Oil Building in Atlanta 
(AF, Feb. °52). 

ARCHITECTURAL Forum should also be 
complimented on the “professional” approach 
in its reporting. 

L. M. Pet, Architect 
Webb & Knapp, Inc. 
Vew York, N.Y. 


etn the presentation of the Gulf Oil Building, 
the editors regrettably failed to credit Stevens & 
Wilkinson as associate architects among whose 
important contributions to the design of the build 


ing was their thoughtful landscaping work.—Eb. 


READERS DIGEST’S FURNITURE 


Sirs: 

Your article on the Readers Digest Build- 
ing in Tokyo (AF, Mar. °52) mentioned that 
the furniture was designed by the architects 
but failed to note that Henry Robert Kann 
was in charge of this phase of the work. 

Also, the uncredited photographs were 
taken by Fumio Murasawa, Tokyo. 

*L. L. Rapo 
Raymond & Rado, Architects 
New York, N. Y. 
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UN Trusteeship Council 
Chamber designed by Den- 
mark’s Finn Juhl is typical 
of the friendly interiors in Hit 
the newly completed Confer- 
ence Building. View here is 


from public galleries across 


press gallery to delegates’ 


set into wood trusses are light- 


ing and air conditioning units. 


: 

| 

floor. Brightly colored boxes ag, 4] 
1 


For details of rest of building, 


furn page. 


Photo: Ezra Stoller-Pictor j 
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ASSEMBLY 








L | 
Conference Building cleans up Manhattan’s water front, entities , 














gives Secretariat a base to stand on co me TT ae 
ji | | \ | 
| 
Sia ' 
CONFERENCE BUILDING 
Of the three major structures that make up the UN headquarters group on | 
L 


| New York’s East River bank, the 400’ long, five-story-high Conference 
| Building completed last month is both the most complex and the least visible. 
| It is complex because it has three major (and sometimes conflicting) . tf 2 
functions: It is the link between the towering Secretariat and the sway- 
backed General Assembly Building; it is the community center for UN em- 
ployees who use its lounges, terraces, restaurants, bars and other facilities; 
it is, finally, the building in which different UN councils and committees 
| meet in conference. 


It is half hidden by the Secretariat tower and will be even more invisible 
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Photos: Esra Stoller 


when the General Assembly Building is completed late this fall. Yet, though 
it seems but a hyphen between Secretariat and General Assembly when seen 
from the UN’s Manhattan approach, the Conference Building is an import- 
ant architectural element when seen from the East River (above): then it 
becomes the flat base upon which the 39-story Secretariat can rest its giant 
bulk, the visual “underpinning” needed to hold up such a mass. 

Most visitors to the UN, however, will remember the Conference Building 


for two reasons: first, because it contains some of the most pleasant interiors 


to be found in a public building; and, secondly, because its sweeping ter- 


races have set a spectacular example of how to clean up Manhattan’s ragged 
water front (see below). 


For more than % mi. Manhattan's 
East River front is now faced with 
a sweeping parapet of steel painted 


with aluminum. This clean canti 





lever juts out over Franklin D 
FDR. DRIVE SERVICE Roosevelt Drive, is so designed as 
——— ROAD to give motorists in both lanes un 

a impeded view of river. Third lane 


services { \ Lroup, 
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View of typical concourse shows curved screens 
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West-east section (left) shows circulation pat- 


tern within Conference Buildir¢, with alternate 





concourses for public and delegetes. {hove: 





View of Conference Building from south, ; 











DELEGATES’ AREA 








PRESS AND RADIO 











TRANSLATORS 
OPPOSITE 





Re, PUBLIC AREA 


Tr 


Ease of circulation had top priority in the design of the Conference wing. 





Three groups of people use the building and every effort was made to keep 





them out of each other’s way: First are the delegates, most of whom will 
enter the building from the Secretariat; next is the general public, whose ¥, 
main access will be by way of the north lobby of the General Assembly 4 
Building when that is completed this fall; last are the press-radio-TV-movie 
personnel, whose elaborate facilities include press galleries and viewing 
slots on both sides of each meeting hall. To keep these three groups sep- 
arate and give each direct access to its section of each hall, UN’s archi- 
tects developed an elaborate split-level system which brings each group in on : 
separate levels. j 
The result is a building sandwich four slices high on its west side (dis- ; 
regarding basements and penthouse), two slices high in the middle, and five ‘ 


slices high along parts of the river front between the meeting halls proper. 


ide saat staniaiiith tb tanaitan Wicene ‘tind t0 The four slices are delegates’ and public concourses; the two slices are the 
avoid monotony of long corridors. council and conference halls; the five slices are translators’ booths and press, 
: a ‘ é : ‘ - 
radio, TV and movie personnel galleries. The plans and sections on these ; 
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pages will help to explain how the split-level system works. 
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Typical conference room by UN architects, 


Abel Sorensen in charge of interiors. 
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4 MBusteeship Council Chamber Sconomic and Social Council 


i Whe Finn Juhl. 


j Chamber by Sven Markelius. 
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WRITING ROOM 
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In both council chambers and conference 
rooms the wall surfaces were covered wit! 
vertical battens u idely spaced and backed 
u ith sound absorbing mate rial. Chiel in 
terior design problem was to play down 
horizontal viewing slots in side walls. Above: 
Finn Juhl’s Trusteeship Council Chamber 
with its special. articulated and brass 
tipped chairs. Below, right: Sven Markelius’ 
Economit and Social Council Chamber. 
Note the abstract white-gray-black patterns 
painted on the exposed ducts. Markelius 
painted sides of ducts and ceiling black, 


suspended his lights low so as to throw ceil 


ing patterns into semidarkness. Hand-woven 


curtain for glass wall in Markelius’ cham- 
ber is yet to come, Its colorful design (with 
huge butterfly wings} is result of Swedish 


design competition. 
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Interior design: More than anything else, the Conference Building was an 
interior design problem. Recognizing this, UN’s director of planning, Wal- 
lace K. Harrison, called in Swedish architect Sven Markelius, Danish 
architect Finn Juhl and Norwegian architect Arnstein Arneberg to design 
the chambers for the Economic and Social Council, Trusteeship Council 
and Security Council, respectively. The result is three interesting varia- 
tions on the “humanist” design idiom now popular in the Scandinavian 
countries. 

Sven Markelius’ design for the Economic and Social Council (see cover 
and lower photo, opposite) envisages the chamber as a vast and roughly 
built cavern in which the brightly lit delegates’ area is picked out as an is- 
land of refinement and elegance. To create this contrast, Markelius suspend- 
ed a perforated ceiling plane above the delegates’ horseshoe, left the rest of 
the ceiling structure with its maze of ducts and pipes frankly exposed to the 
eye. A brilliantly colored curtain, hand-woven in Sweden and designed 
as a result of local competition, will soon be installed across glass wall 
to the east of the chamber. 

Finn Juhl’s Trusteeship Council Chamber (opposite) is, by contrast, very 
playful. Its spidery wood trusses hold boxed lighting and air conditioning 
units, and big wall lights pick out their brightly colored sides. Where the 
Markelius chamber has a very large scale in its major elements, Juhl’s room 
seems almost domestic. Architect Arneberg’s Security Council Chamber 
does not measure up to the other two, is therefore not illustrated. 
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floor anchor 
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Delegates’ chairs were designed in 
pairs, equipped with ash trays and se- 
lector switches to control simultaneous 


interpretation and loudspeakers. 





S| selector py 


. wiring lube 
1/4 cop,screw 6 wosher 


fostening strop 


Left: typical conference room with 
duis along side wall, viewing slots ar- 
ranged as in council chambers. Press 
gallery is nearest delegates’ floor, pub- 
lic galleries are farther back. All gal- 
lery seats are equipped with six-position 


simultaneous interpretation earphones. 
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UN CONFERENCE BUILDING 
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| | 
| 
Delegates’ dining room is in the penthouse | 
on top of the Conference Building, has 
fine views of East River across spacious | _— 
roof terrace. Light, colorful woven screens 
divide dining room into intimate areas. 
¢ 
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What do the critics say? They have only two objections: First, some feel 
the Conference Building is rather prosaic and uninspired. The answer is 
that it is merely a hyphen, was never meant to attract special attention. 

A more serious criticism concerns the interiors: granting the Scean- 
dinavian-designed council chambers are (by and large) handsome and 
friendly, was there any good reason for limiting their design to the esthetic 
represented by men like Markelius and Juhl (who like to work in an almost 
domestic, rather than monumental, scale)? The answer is yes—first, because 
Norway, Sweden and Denmark donated the interiors to the UN on condition 
that the money be spent in their own countries; and secondly, because it 
occurred to some of the designers involved that the council chambers and 
conference rooms should be treated on an intimate scale to encourage face- 
to-face discussion; and that the General Assembly hall would present a 





a striking contrast and a monumental climax. It seems only fair, therefore, to 
await the completion this fall of the General Assembly Building (and, with 
it, of the UN group) before rendering a final verdict. 
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UN CONFERENCE BUILDING 


. 
De ae S INING 


Feu people will ever see the 
Conference Building’s best fea- 
ture: its %4-mi. long, aluminum- 
painted steel parapet along the 
East River. It is a spectacular 
example of what can be done to 
clean up Manhattan’s chaotic 


water front. 
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The eldest, third largest and quietest | 
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" CURE = clearing slums with penicillin, not surgery 


metropolis in the U. S., Philadelphia, is attacking the problem of blight in a startling new way for a big U. S. city | 


















—conservatively. In Philadelphia there are six definite differences 















| 
to the redevelopment program: f 
: 
1. Redevelopment has been cut down to size. There are no mon- | 
strous single-project solutions planned for Philadelphia. Instead, 
redevelopment areas have been cut up into separate projects of a I 
size that local capital can take, so Philadelphia need not sit in . 
| 


vain hope of big insurance company financing. This independence has 
been made practical by a financing system of bonds issued by the 
Redevelopment Authority itself. 








2. Philadelphia’s small takes involve a minimum of dislocation of 





present inhabitants—the people now living in slums (see map; 
black denotes blight). This displacement and the threat of it have ; 
been major political headaches in other cities such as Chicago. 










3. By holding meetings in the local areas before drawing any 






ylans, Philadelphia’s Planning Commission has preserved democ- op 
I I & , 






racy and good feeling, obtained many good ideas that would not hy 
otherwise have been forthcoming, done a wiser jeb in the end, and 
avoided the friction generated in cities such as New York when a 








planning boss such as Bob Moses confronts the neighborhood at a : 






“hearing” with a plan already cooked in total disregard of their 






own feelings. : 






4. By deliberately preserving local institutions such as churches, 






schools, clubs, now in the neighborhood, Philadelphia is protecting 






the social structure of the area as a neighborhood. held together 






by an institutional structure which other cities in their redevelop- 
ment and housing projects have unwittingly destroyed (and treat- 
ing only the spots of worst infection, Philadelphia expects the cure 
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to spread normally). aed) iim f 1G 
5- By pulling in architects skilled in /3 909072 — LA JV 






urban design (as distinguished from spot (Ay VN PUA ROY 






. ° << 
architecture) to co-operate with the vari- 






ous architects hired by the separate build- 






ers of the separate projects, Philadelphia 






has evolved remarkable new expedients for .~ 






making whole city areas harmonious. This < 






harmony does not destroy the individual ~ 






freedom of the individual operator, but it 






restores the kind of over-all coherence that 






has all but disappeared from modern city 









districts. f/f 


er 


6. Where possible, Philadelphia has tried to preserve the historical 





past of the area, as for example in the Friends’ project—although 






this has turned out to be more costly rather than less costly. Yet even 






at a higher price this preservation of “depth in time”—as the AIA’s 






committee on urban design has called it—has strong spiritual values 






in giving a sense of continuity of life from generation to generation. 



























THE PHILADELPHIA CURE 


Redevelopment areas are carved into many projects in the Philadelphia 
Way. Below is a plan showing the division of parts of two adjoining redevelop- 
ment sites, one project of which is already complete. East Poplar Homes 
(lower right in area) is, in fact, the first completed redevelopment project 
under Title I of the 1949 Federal Housing Bill. 


with state subsidy; 


Edwards & Green, Architects 


Private rehabilitation and 

new construction; 

Frank eise, Architect 

Private project (houses & ome 


apartments for sale); 

G. B. Roberts and Kenneth Day 
Architects 

Private rehabilitation and 

new construction; 


Beryl Price, Architect 


Public Housing Project; = 


Davis, Dunlap & Carver, 


irchitects 


Public Housing Project; 
Howell Lewis Shay, Architect 


Existing Public Housing 


Private Housing Development; 
Colish and Kahn, Architects 

























Photos: John Ebstel 


Respectability, a prominent Philadelphia virtue, stands triumphant 
even in the center of depressed areas. And this is the kind of per- 
sonal triumph which the Philadelphia approach seeks to preserve, 


rather than demolishing it in general improvement. 


imerican Friends Service Rehabilitation Project; 


Redevelopment {uthority Project; Paul M 
Hesser, Jr., Weston B Hillard, Irchitects; 
Horace Fleisher, Landscape Mrchitect 


- East Puplar Project, Philadelphia Housing 
futhority (completed) Krimmel, Evans, Hat 


field, and Malkus, Architects 
CO-ORDINATING ARCHITECTS: 


KAHN, DAY, McALLISTER and TYNG; CHRISTOPHER TUNNARD 


Landscape consultant 


The church will remain. The slums beside it will be replaced. Says 
Edmund Bacon, executive director of the Philadelphia City Planning 
Commission, “There is a structure of institutions (in all neighborhoods) 
which has vitality . . . which tie the people together. Redevelopment, 
whenever possible, should give these institutions new strength and 


validity.” 








| 
| 





THE MONEY 


The nourishing root of urban redevelopment in the U. S. today is in 
Washington: the $500 million appropriated by the U. S. Congress in 
1949 for that purpose. From this fund, the U. S. triples local money, 
adding two federal dollars to each city dollar spent for land acquisi- 
tion, clearance, and resale at less than cost. In this way, the U. S. en- 
courages approved redevelopment projects. 

But even before there was federal help, a novel state mechanism 
had been invented in Pennsylvania for raising redevelopment money, 
and today this seven-year-old financial strategem provides most of 
the unique money vitality in the Philadelphia Way: 

By act of the Pennsylvania legislature in 1945, local redevelopment 
commissions were empowered to float their own bond issues, a power 
hitherto limited to cities, port authorities and turnpike authorities in 
most states. This makes cheap money (31% on 40 year tax exempt 
bonds) available for building, and the manner in which the Philadel- 
phia Redevelopment Commission is using this money is also a new 
expansion of the redevelopment process. 

This process begins conventionally when the City Planning Commis- 
sion certifies a blighted area for redevelopment (see map of certified 
areas, above right) and starts work in the neighborhood to stimulate 
support among the people who live there (which the Philadelphia City 
Planning Commission does uncommonly well). The blighted area is 
broken up into projects, which may include: 1) school projects by the 
Board of Education, 2) city playgrounds and parks, 3) rehabilita- 
tion projects by the famed Friends’ Service Committee of Philadel- 
phia, 4) public housing projects by the Philadelphia Housing 
Authority, 5) good blocks left untouched, and 6) the crucial private 
developments promoted by the Philadelphia Redevelopment 
Authority. 

It is at this point that most redevelopment authorities go looking 
for big money from big institutions, but in Philadelphia the quest is 
not so desperate because of the Redevelopment Authority's power to 
issue bonds. For example, when no private investor could be found to 
put up $1,700,000 (matching $1,260,570 in federal, state and muni- 
cipal subsidies for the area slated for private redevelopment in the 
East Poplar Redevelopment area (see map on opposite page), 
the Authority went ahead and issued bonds, hired an architect, and 
contracted with a manager for the project. Principal and interest pay- 
ments for the bonds will be covered by rentals of the project, and the 
operator is given an exclusive option to buy the project at cost during 
the 28 years following the signing of the contract. Thus the Re- 
development Authority has made itself a bridge between the private 
operator and the cheap money market. This may turn out to be the 
most significant part of the Philadelphia process. 


THE MEN 


Leading in the cast of the over-all redevelopment picture in Philadelphia: 
l. Architect Louis J. Kahn, chief co-ordinating planner 

2. Edmund N. Bacon, executive director. Philadelphia City Planning Commission 
3. Edward Hopkinson Jr., chairman, Philadelphia City Planning Commission 
4. Francis J. Lammer, executive director. Redevelopment Authority 
9. Kevy K. Kaiserman. chairman. Redevelopment Authority 

(until this month, when he resigned) 


6. Joseph N. Gorson, president of Fidelity Bond & Mortgage 
Co., whose company is providing some of the private money 
in the enterprise 


- 





MARKE 





The natural calm which prevails along the 
banks of the Schuylkill even in times of crisis 
probably accounts for the basic conservatism 
of Philadelphia’s redevelopment pattern. In 
1947 a note of housing alarm was sounded 
loud and clear to Philadelphians at the mem- 
orable City Planning Commission show at 
Gimbel’s Department Store (Dec. issue °47) 
but even then there was no rush to the near- 
est insurance company for help. Instead there 
was a period of deep thought, which has given 
birth to the new Philadelphia program. 

This Philadelphia Way is new only because 
it escapes the violent postwar redevelopment 
pattern in our largest cities—the neighbor- 
hood-leveling techniques of planners like 
blockbusting Bob Moses of N. Y. 


enormous rundown areas off the map, and then 


. who smash 
hand the aching sites to single large agencies 
or insurance companies for sliderule housing 
solutions. There are too many links with the 
past in Philadelphia for this drastic action, too 
many old cobblestoned alleys which are good 
for another 100 years’ wear and which 
(cleaned up) could retain a pleasant memory 
for Philadelphians of their city’s long heredity. 
(Even before the American Revolution, Phil- 
adelphia was the second largest city in the 
British Empire.) There are too many trees the 
Philadelphians don’t want uprooted. 

So that was why the “new” Philadelphia 
Way evolved. That long Quaker silence 
which settled after the wild success of the 
show at Gimbel’s five years ago was not the 
silence of exhaustion or apathy. It has been a 
time for tough and realistic thinking by the 
astute planners in city commissions, who 
shifted into low gear for the long pull toward 
actual results. 


Photos: Jules Schick; R. R. Frame & Co.; 


Kaiden-Kazanjian; A. Henry Kauffman 
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of Philadelphia is blighted, and 17% of Philadelphia’s people live in blight 









All did not go smoothly with the first of Philadelphia's atomized rede. 
velopment projects, the East Poplar area. Incoherence, the besetting vice of 
urban operations by independent owners working side by side, almost killed it, 
When the plan was sent to Washington for HHFA approval, it went as a 
But Washing. 


the principles of the approved over-all plan had been lost, the 


series of projects designed by different architectural firms. 
ton balked... 
Philadelphia Planning Commission was told, and other projects of this piece- 
meal character would be unacceptable. 

Bacon, of the Planning Commission, immediately decided that the architects 
were not at fault, but that the fault was his commission’s for issuing weak 
With characteristic, quick energy he looked for an answer. 

He found the answer in Louis Kahn, Philadelphia architect nominated by 
the (Working with Kahn as 
consultant is Christopher Tunnard.) For the Temple Redevelopment area, 


directives. 


local AIA as over-all consultant. landscape 
which was already in preliminary planning stages, Kahn did five principal 
things (see before, left, after, below) : 
tral street, and planted it to make a shady promenade which continues through 


1) he established a setback on a cen- 
the separate projects and unifies the whole area; 2) then he added crosswalks 
from this main stream penetrating back into the housing areas, 3) working 
with the architects for the project (see page 114 for identification) he got 
them to realign some of the main structures, breaking symmetry within the dif- 
4) he 


pulled parking spaces away from the promenade, with access from minor 


ferent projects in order to maintain the over-all continuity of pattern; 


streets ; he opened up a back alley parallel to the main promenade and 


made it a secondary axis, a green walk. 
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Photos: John Ebstel 
Philadelphia Housing Asso 
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Drawings by Louis 1. Kahn } 1} 
Landmarks are preserved and integrated into the s 
,’ 
promenade which leads across the replanned area. * 
(School shown in lower left section of drawing ap- , 


pears also in photograph left.) Plaza in front of one 
new landmark, a 13-story apartment building, be- 
comes the center of the community. Open space sys- 
tem filtering through community, dividing or inter- 
secting the varied building enterprises, is intended to 


give cohesiveness socially as well as architecturally. 


Another building preserved in the new plan is a 
flavorful old labor lyceum which will continue to 


stand in all its towered glory. 


Church below (and in drawing left) will be enhanced 
by making it the focus ef a tree-lined crosswalk 


through the community. 


Photos: John Ebstel 
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Old fashioned alleys are indigenous to Philadelphia, most 
of which was laid out long ago in a time of narrou 
transit. New plans will retain many alleys and will reclaim 


them from their present secend-class condition. 





This is the over-all plan for the Mill Creek Area, a redevelopment proj- 
ect further down on the Philadelphia timetable. This was Kahn's introduc- 
tion to redevelopment: when he and his associates were retained by the 
housing authority to plan a public housing project in the middle of this 
area, they first wanted a unified plan for the whole area, as a starting point. 
So they created this one. Into a typical alley-laced territory (see small 
plan, left) they brought order (see opposite page) by 1) proposing that 
the long central street be closed, and turned into a promenade which 
would act as a linear community green—with all the churches and community 
services bordering it, and a redeveloped shopping center at each end; 2) clos- 
ing another street as a cross promenade to complete the pedestrian walkways 
for the area and knit the old and new sections together; 3) clearing a plaza 
at the intersection of the two promenades, and also generally redistricting land 
set aside by the Planning Commission for recreation. 

This, too, is a conservative scheme in the truest sense of the word. Not 
only is this organization of promenades leading to open spaces as old 
the oldest Greek towns, but it is expected also to rally the ambition of people 
in the untouched portions of the neighborhood to save their homes from 
blight. Kahn knows the Philadelphia slums well, because he grew up in 
them. The principle of retention of neighborhood values is not theoretical 
when he talks about it. “A slum is the most closely knit social neighbor- 
hood of all. There is more kindness and more natural behavior than any- 
where else. There has to be. So you have got to make any redevelopment 

product of the neighborhood, or it fails. You have got to search for the 
things which give the neighborhood its patriotic unity, and retain them. 
The amateur quality of the building should not be a consideration.” 

This repatterning rather than replacing of neighborhoods falls in with the 
general conservatism of the Philadelphia approach, which seeks to leave stand- 
ing what can be left. Says Bacon, “In almost any neighborhood in Philadel- 
phia it is a shock, as one wanders about decaying sections, suddenly to come 
upon three or four houses, a half-block or a whole street where each property 
owner has kept his home in fine condition, all of the houses painted, new 
fronts, and sometimes even a whole street with the same colored awnings .. . 


These cells have within them the latent capacity to restore themselves.” 
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Organization obstructs blight. The pattern above (drau 
ing looks south) laid on a confused neighborhood will stop 
the mixture of land use which oppresses the area now. The 
pla started with the design of a public housing project to 
he situate d in the ne igh horhood on a rise called the “ 1 rop 
olis” by the planners Then it was noticed that there were 
five churches in eight blocks along one central street. so 
the ce ntral street was closed and made a pron enade ter 
minated by shopping centers. Selection of the crosswalk 


promenade anu cle aring ofa plaza followed in the hig pat 


terning of the area. 
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No architectural firm has done more than Skidmore, Owings 
& Merrill to give contemporary architecture a sure foothold 
in the tradition-conscious hospital field. Over the past decade 
this big team of individual designers working together in 
the modern idiom has planned some $134 million worth of 
advanced hospitals. And though their work ranges from huge 
urban medical centers to small country health facilities, each 
job reflects a consistent, distinctive design approach. 


Hospitals by SOM have these key elements in common: 


A balanced design team, a complete program 


To achieve a good balance of medical efficiency, sound 
engineering and architectural quality, SOM’s hospital plan- 
ning teams are composed not merely of hospital specialists 
but of men with experience in the firm’s other work. 

Says Robert W. Cutler, New York partner in charge of 
hospital planning, “By bringing fresh talent to each hospital! 
job we get the benefit of new ideas developed on other kinds 
of projects. Our hotel experience has helped us to make 


industrial and commercial work often improves the layout of 
a hospital’s supply and service areas. And our big housing 
projects have taught us ways to create a more pleasing 
environment for people in hospitals.” 

As a result of this teamwork, a purely medical viewpoint 
does not dominate the design of SOM hospitals—the archi- 
tectural concept is the designers’ contribution. But the end 
product demonstrates that clean-lined, economical building 
shapes can meet medical requirements just as effectively as 
the more complicated structures produced by many hospital 
architects. 

Long before this team draws a line, its key members 
practically move in with the staff of the old hospital to 
determine the needs of the new project. Functions and space 
requirements of each major element are worked out in con- 
ferences with the board, administrator and department heads. 
Diagrams, flow charts and written analyses are developed for 
each department, then consolidated into a complete program. 
This covers both present and future needs, establishes the 
relationship of the new structure to the old and sets a pattern 
for further growth before the first new unit is built. Not 
until the program has been pinned down do the architects 
turn to the problem of the actual building and site planning. 





S—T orkel Korling 
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patient rooms more livable. Knowledge acquired in our THE TEAM: 


Photos: Torkel Korling; 


Koehne 


> Clean-lined, rectilinear nursing wings with 90% of the 
patients’ rooms facing the best sun, breeze or view, 
and services compactly grouped on the other side of 
the corridor. (Page 122.) 


> Homelike patient rooms with continuous windows, over- 
hangs for sun control, individual toilets (where the 
budget permits), restful color schemes and two-way 
lighting. (Page 124.) 


> Efficient separation of patient and service areas—-wher- 
ever possible ancillary services are grouped in a sep- 
arate wing to preserve the framing module of the nurs- 
ing wing and improve traffic flow. (Page 126.) 


> Well engineered structural systems which cut costs 
through uniform column spacing, repetitive detailing 
and an emphasis on clear vertical pipe runs. (Page 
127.) 


> Handsome exterior treatments which are a direct ex- 
pression of plan and structure. 


Gordon Bunshaft, chief designer in 
the New York office, earned his 
master’s degree at MIT in 1935, be- 


came a partner in 1945, 


Robert W. Cutler, New York partner 
in charge of hospital planning, is a 
member of the American Hospital 


Assn., was made a partner in 1945. 


Nathaniel A. Owings, senior part- 
ner since 1936 in the Chicago office, 
is concerned with hospitals on a na- 


tional basis. 


William E. Hartman, another Chicago 
partner, is an MIT graduate. He 


became a partner in 1951. 





John L. King, is a general partner 
oe with John B. Rodgers for the San 
ne - Francisco office. 


























THE NURSING WING is shaped by orientation 


“Favorable orientation of a patient’s bedroom is the most funda- 
mental element and must be decided upon first if the hospital is to 
be properly planned,” says Gordon Bunshaft, head of design in 
SOM’s New York office. 

This conviction rules out X-shaped plans and leads to the char- 
acteristic SOM nursing wing shown on these pages—a simple slab 
structure with most patient rooms on the south side and services 
on the north. The patients’ side is largely glass, shaded by continuous 
overhangs which are precisely dimensioned to bar the high, hot 
summer sun and admit the low winter sun for warmth and cheer. 

One school of hospital planners opposes this concept on the 
grounds that it is uneconomical to put the major part of the patient 
rooms on one side of the corridor only, that the single-loaded corridor 
also increases nurses’ travel, that big windows not only are of ques- 
tionable therapeutic value to very sick people but also increase 
maintenance and heating costs. SOM’s answer: 

1. Since the required services for each 20-30 bed nursing unit 
require a fixed amount of space, putting them on the north side of the 
corridor along with stairs and elevators does not necessarily increase 
cubage. 

2. With the nurses’ station located near the center of each unit, 
this plan cuts nurses’ travel as well as any other, and utilities directly 
opposite rooms lighten the nurses’ work. 

3. SOM are dedicated to the proposition that a hole-in-the-wall 
window not only creates unpleasant brightness contrast between 
glass and wall but limits the view from the inside bed. 

1. Continuous windows are more flexible—the amount of light 
can always be reduced by means of blinds or drapes; a glass wall 
makes the room seem larger. Movable sash at the far side of beds 
keep direct drafts off patients. 

5. With overhangs designed to permit solar heating in winter, 
large glass areas actually lower fuel bills. (With an area four and 
a half times that of its old conventionally designed buiding, Green- 
wich, Conn.’s new SOM hospital consumes only one and a half times 
as much oi; in addition to solar effect this wing enjoyed improved 
heating design, zoned controls, better insulation. ) 

One clear advantage of the SOM nursing wing over those with 
projections, breaks or angled walls is that it permits a modular fram- 
ing system that lowers construction costs. Column spacing along the 
length of the wing corresponds to the width of two basic rooms, de- 
signed to accommodate either one or two beds. Depending on the 
type hospital and the budget, these bays are usually 22’ or 24’ wide. 

To those who claim that the facade created by this type plan and 
structure is “factorylike, dry and sterile,” Nat Owings replies, “We 
don't think you will find factories designed as carefully as that; but 
anyway we have no particular objection to factories and see no harm 
in repeating something if it accomplishes the functional objective.” 

SOM do not contend, however, that the slab-type building is neces- 
hospital needs. Says Robert W. Cutler. 


“The hospital of the future may well be split into two separate 


sarily the final answer 


elements: one, a structure similar to the one we now favor which 
will give convalescents and chronic patients the benefit of prope 
orientation and big glass areas; the other, a more compact building, 
perhaps windowless and completely air conditioned, which will be 
devoted exclusively to the care of the seriously ill.” 

Actually, SOM have already demonstrated that the slab building 
can be designed to facilitate intensive nursing. Certain nursing floors 
in the hospital unit of their N.Y.U.-Bellevue Medical Center (opposite, 
above) concentrate one-bed rooms for the very sick opposite service 


areas, and place larger wards for the less ill at the ends of the wing. 
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150-bed addition to Mt. Zion Hospital in San Francisco has its corridors down 
the exact center of the nursing wing. Entire south side of nursing wing ( photoy 
helow) is devoted to bedrooms; six additional bedrooms per floor are located 


on the north side of the corridor. 
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108-bed Shoitz VUemorial Hospital in h aterloo, lou a is com- 


»0f 


prised of three 38’ x 260’ nursing floors plus a service wing 


to the rear (north). | patr ot two-bed rooms with adjoin- 


ing toilet is contained within each 18’ x 22" structural bay 
along the south facade. while the off-center corridor and 
other service facilities are housed within the strip of similar 


hays along the north u all. 
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? 
600-bed hospital proposed for New York University-Bellevue 
Medical Center on Manhattan's East River front is a 20- 
story slab divided into two parts by the mechanical (seventh) 
floor. Lower floors, connecting with the six-story medical 
school at right, accommodate offices, labs and other service 
Typical 


nursing floor (plan above) accommodates 67 beds split be- 


facilities; above are operating and nursing floors. 


tween two nursing stations. Top floor contains patient 


recreation and staff dining rooms. Photo shows south (bed- 


> 


room) facade. (Partners in charge: R. W. Cutler and Gor- 


don Bunshajt.) 


ET Sra ThE oT 


2| BEDS 
‘ , | 


} 
i 


i 
| 


f2r-x jr ry4,t 


+ 


L 


‘om a= 1 r fz.ri -7 
cry] D1yit 1} A |2 Ser 
! a 1 Ke ONE |BED 2 Beos —}+—}—-- 
BAS we Sees OM es 



















Torkel Korling 











i 


2422 ee 








eres 


' 
| 
i 
| 























HOSPITALS 


nn SS - —. 6hCUD 


_ = 











Photos: Torkel Korling 


(above) Roger Sturtevant; (below) 














a: oe a Se ce k 


—_ 12-Q———--+--__ —- '2-0- - 





Typical semiprivate room at Mi. Zion Hospital, San 


Terapame. -9ee 


Francisco (above) has wall-size windows which give 


even the inside patient a cheerful outlook. Note 


room’s built-in lighting and handsome furnishings. 








Four-bedroom plan for Greenwich, Conn. hospital 
(above) is similar to that for Alexandria Bay hospital 
(photo, left above). The latter has wall-to-wall win- 


i“ 


dows, but a 3’-7%” sill because rooms face northwest 


= 


(instead of south) toward a river view. Each bed 


may be completely isolated by a curtain. 





Sun control in Shoitz hospital nursery is provided by 
draw curtain at the wall-size window, permitting the 


use of floor space adjacent to the glass. 


THE MAGAZINE OF BUILDING 











PATIENTS’ ROOMS combine homelike features, nursing conveniences 


The bright, cheerful effect produced by the wall-to-wall windows of 
patients’ rooms in SOM hospitals is shown by the photographs on the 
facing page. Combination of a large fixed glass panel on the side 
opposite the beds and a smaller section of movable sash on the other 
side not only keeps drafts off the patients, but permits the nurse to 
regulate ventilation even when curtains are drawn around the bed 
nearest the window. 

Sill heights are varied to meet local conditions. In San Francisco’s 
Mt. Zion Hospital, glass was carried from the ceiling almost to the 
floor to give patients the benefit of a view of the city. (A shallow 
convector forms the sill, prevents down drafts.) But in the Alexandria 
Bay hospital overlooking the St. Lawrence River, sills are higher 
than normal (3’-714”) to counteract the cold climate and a northwest 
exposure, which the clients had insisted on because local inhabitants 
found more therapy in a view of the St. Lawrence than in a sunny 
room (photos, opposite). ' 

The cheerful quality of the daylighting is augmented by soft wall 
colors, often in two related shades on opposing walls. Electric light- 
ing is provided by a night light low on the wall opposite beds and 
two-way fixtures above each bed. Light, natural finish woodwork in 
doors and cabinets is favored te help avoid an institutional feeling. 






Doors are equipped with stainless steel push and kick plates to aid 
maintenance. 

To reduce the amount of bed-pan handling and encourage early 
ambulation of patients, individual toilets are provided for as many 
rooms as possible. SOM share the conviction of the U.S. Public Health 
Service that the higher first cost of these facilities is offset by long- 
term savings in nursing care and by a quicker turnover of patients. 
Plumbing costs are reduced by putting water closet, lavatory and 
bed-pan spray back-to-back with those of the adjoining room, and 
running vertical pipe chases between them. 

Space subtracted from the room by individual toilets is regained by 
using the toilet partitioning as a back-up for built-in closets and draw- 
ers for each patient. This reduces furniture to a minimum, makes 
the rooms seem more spacious and facilitates movement of beds. 

In line with the best current practice, the four-bed room is the 
largest provided in most SOM hospitals. Since its width is just twice 
that of the basic room, the capacity of the hospital can be easily ex- 
panded or contracted by adding or removing partitions. Basic rooms 
accommodate either one or two beds and generally range in size from 
10’ x 16’ to 11’-6” x 18’, depending on the type hospital and the 
budget (plans, left). 


INTERIOR F INISHES are chosen for economy and ease of maintenance 


In finishing their hospitals, SOM follow the maxim, “Save on the low 
levels and spend on the high.” This results in better equipment and 
more space for the patient. 

In patient areas and corridors, asphalt tile floors, rubber cove bases 
and painted plaster walls predominate. SOM hold that paint not only 
adds color and warmth to the hospital but can be properly maintained 
by a well trained staff. Structural glazed block is used in utility areas 
and ceramic tile in operating rooms—for sterility and cleanliness. 
Acoustic tile ceilings are used in corridors and utility areas to deaden 


sound—tile is favored because of ease of replacement. Conductive 


floors in operating rooms are often composed of terrazzo mixed with 





carbon black—a technique borrowed from the munitions makers. 

Besides providing the patients with open-ended rooms, SOM 
plan the hospital to bring daylight into as many service and staff 
areas as possible (with the exception of operating rooms, where day- 
light is sometimes a liability). For general lighting of corridors and 
public areas, recessed-type fixtures are favored for appearance, clean- 
liness and simplicity. The architects think that a certain amount of 
brightness contrast in lighting adds cheer to the hospital, avoids the 
institutional look of completely even light distribution. This theory 
is also applied in patient rooms where two-way lights above patients’ 
beds create an interesting light pattern on walls and ceiling. 


SEPARATE SERVICE WINGS improve circulation, simplify structure 


Service wing of Mt. Zion Hospital is arranged in typical SOM pattern 




















Except where land is at a premium, SOM prefer to separate surgery 
and ancillary services from the main block of nursing facilities. 
Their reasons: 

1. The larger spaces and special mechanical equipment required by 
these services can be better accommodated in a separate wing with a 
different framing module from that of the nursing wing. Result: 
mechanical and structural economies in both units. 

2. Obstetrical and delivery rooms in the service wing can be linked 
directly with the nursing floors which they serve, thus eliminating the 
vertical travel required when these rooms are above or below the 
hospital unit. 

3. Noise, odors and traffic of service areas are kept away from pa- 
tients and the danger of contamination is reduced. 

Plans on the following page show how SOM have applied this 


principle to the design of small, medium and large size general hos- 
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pitals. In the 72-bed Gouverneur hospital in upper New York state, 
the architects preserved uniform column spacing in the nursing wing 
and gave most patients a river view to the south by putting services in 
a wing on the north side. This wing provides space for administrative 
offices and laboratories on the first floor and surgical-obstetrical facili- 
ties on the second. The delivery room is cleanly segregated from 
operating rooms and is directly adjacent to the maternity unit at the 
west end of the nursing wing. Kitchen and laundry are on the base- 
ment level—above grade because of the sloping site. All services 
are scaled to accommodate a 40-bed addition at a later date. 

In the 108-bed Shoitz Memorial Hospital in Waterloo, lowa a low, 
U-shaped service wing provides an excellent circulation pattern 
around an inner court. Administrative offices and adjunct services are 
concentrated in the base of the U, easily accessible to outpatients from 
the entrance on the east side of the court. On the west side, a double- 
corridor arrangement with operating rooms in the center segregates 
surgical traflic and gives inpatients access to treatment and diagnostic 
facilities. From the ambulance entrance on the north side, emergency 
cases can be moved quickly to surgery. Since this plan combines ad- 
junct services, operating rooms and surgical beds on one floor, eleva- 
tor traffic is cut toa minimum. 

The slope of the site has permitted kitchen and laundry to be lo- 
cated on the basement level without sacrifice of natural light and 
ventilation. Both these facilities are designed to serve up to 100 more 
beds which will be added in the future by extending the nursing wing 
east and west. 

This type of horizontal expansion is favored by SOM, because it 
provides more space for the money (the original roof is saved) and 
interferes less with operation of the existing building. But site con- 
ditions usually force provision for vertical growth. 

For the 21l-bed Greenwich, Conn. hospital, SOM developed a 
typically clean T-shaped plan which puts adjunct services and surgery 
in the stem and south-facing patients’ rooms in the crossbar. Plan 
of the third floor (right) shows how operating rooms fit into the 20/- 
8” x 18’ bays of the stem, while the nursing wing is framed by 20’ x 
22’ bays on the patients’ side and by 15’ x 22’ bays on the service side 
of the corridor. 

Laboratories, radiology and other adjunct services are immediately 
below the operating suites. Central sterile supply is directly above, 
linked to surgery by dumbwaiters. Expansion to 400 beds is possible 
with present facilities. 

SOM’s clean handling of traffic flow is exemplified by the bank of 
elevators which links the two units of the hospital. Two elevators, 
reserved for patients and visitors, open into a pleasant glass-walled 
lobby; the others, for services, open in the opposite direction to a 
receiving area for storage of heated food carts. 

In larger hospitals, SOM frequently handle the elevator bank as a 
separate element to simplify framing. At Brooklyn Veterans’ in Ft. 
Hamilton elevators and other vertical services form a connecting link 
between a wing of adjunct facilities and the main hospital. The service 
elevators opening into one corridor, and public and patient elevators 
into another. In the hospital units of Ohio State and N. Y. U.-Bellevue 
medical centers, elevators are housed in shafts projected from the 
main building. 

For the big hospital SOM prefer to rely largely on elevators for 
delivery of food and supplies rather than on dumb-waiters or me- 
Robert W. “Too 


gadgetry can complicate the work of the staff through slip-ups in tim- 


chanical conveyor systems. Says Cutler, much 
ing and through mechanical breakdowns. With proper administra- 
tion, elevators can deliver enough supplies to nursing stations in the 


morning to meet most of the day’s requirements.” 
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Small two-story service wing projecting to the 
north of the 72-bed hospital in Gouverneur, N. Y. 
is sufficient to handle a 40-bed addition. 
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U-Shaped service wing for 108-hbed Shoitz Meme | 


rial Hospital in Waterloo, Iowa is built around 











| an open court, provides excellent circulation, 














Service stem of T-shaped, 21l-bed Greenwich, 


Conn. hospital is adequate for 189 more beds. 
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Elevator banks are at juncture of the two wings, 


Ne 


simplify traffic flow. 
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| STRUCTURAL AIMS: simplicity, uniformity, economy ‘s 
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| Structural simplicity is a dominant characteristic of all SOM hos- S| A ) H 
| pitals. This is achieved by meeting plan requirements with clean, As | | 
| rectilinear building shapes, by stacking like elements to permit uni- 
form column spacing in each major wing, by keeping vertical pipe Ne 
. » ° . ° ° * 4 
shafts in clear runs with most horizontal pipe lines in the basement. Nat 
=tey SOM prefer steel framing for hospitals mainly because it provides } | 
= ) 
SG : _EXTERIOR WALL 
| | more flexibility for future mechanical and structural changes. Due e 7 . | 
’ to metal shortages and the higher costs of steel construction, however, t 
. . . . . , 
; many of their recent hospitals have been framed in reinforced con- ¥ 
crete. Details on these pages show simplifications developed by SOM : | 
maT) «ae i . es | 
in both systems. In the new Maternity Pavilion for Los Angeles | 
, } 
Cedar of Lebanon Hospital, exterior columns ; 
were set back to permit steam risers and re- | 
0 the <a agp turns to feed directly into convectors below the 
7 , ™~ . ° 7 . . . . . 
N.Y, metal stool — t—~., | —~ pipe chase windows. This not only eliminated bends in pipe, 
7 | / 1} 
} f $1 insulation but also shortened the span between outside and 
{5 art 
~~ i . . . . . 
Z ne -— convector inside columns, permitting lighter steel framing. 
2-4 8" (44 2 } . , 
4 _asph.t. floor (SOM’s John B. Rodgers, partner-in-charge.) } 
i 
5% 
- 
“ i. f | 
OPER —- Ts - ae ? " 
nn eee mn “9 mS | 
a Ss a pinta 2 ses] eB i __—FIELD WELDS 
he f pe 7" | ee 
conc. sun shade T| ~plaster cig. She ; , 
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e . mee “a 2 
insulation _—— < ; 





> |i | ; 

















| zd Section through exterior wall on patients’ side of . ; ifs y | 
3.. ° y r ~~ ; ~" \ —> 
ri Greenwich Hospital shows how reinforced concrete > = \ \ = OPPOSITE ENC 
> \ S } 
4 ° — we oe = , ‘\ \ Sal 
7 b floor slabs are extended to provide sunshades, up- ae OPPOSITE END XX BEAM 8 
: led trel t l — BEAM 'A I 
me nde ) forn , ’ > > . oS iti . 
—a ended to form spandrel beams. Upturned spandrel 4 =| ~TEE SEATS AND PLATE 
—_ beam permits windows to be carried up to the : FELD WELDS SHOP WELDED 
ceiling, eliminates furring and makes the canopy 2 
foul a visual extension of the ceiling. Spandrels are 
round | faced with light gray matt-finished brick. Columns 
. are placed within the wall, and have enclosed pipe a. To reduce noise during erection of the 150-bed 
chases on their inside faces making a direct con- ' addition to San Francisco's Mt. Zion Hospital, 
' necti +} hel ‘nd RE TEE SEATS AND PLATES . 
wn WHR convertors Selow windows. (K. 7. SHOP WELDED SOM used an all-welded steel framing system. . 
. 9 
Cutler, partner-in-charge: David Scholes, design Column connections (detail. right) were designed : 
, ‘ 
i co-ordinator.) | by engineer 1, Thompson for maximum shop fab- . 
rication and ease of erection, Plates and brackets j 
4 
at juncture of beam and column permit “down- 
' hand” welding of all field connections and allou 
leeway which eliminates precision cutting of 
beams. Resulting continuous beam structure, far 
more rigid than conventional steel jraming, eco- 
> 3 : 
wich : 7 | is ; 4 nomically handles wind and earthquake stresses. 
9 a 4 4 Ww oo 
beds. | i Rl a= (John B. Rodgers, partner-in-¢ harge.) 
: ‘ o ra 4 : 
yINgS, | } ics | : , 
} } <a SOF or Ohio State’s 600-bed university hospital 
+ LB a" | 
— 
wea BE “| SOM developed a structural system in reinforced 
id 4 
f TF concrete which combines uniform column spacing 
F : 7 . “ys . . 
rt and flexibility for mechanical runs. By bracketing 
4 columns within double beams and using metal 
pan joists, a row of rectangular openings is pro- 
a ‘= 7 vided between each pair of columns. The opening 
z 7 | next to corridor columns accommodates the pres- ' 
ce ne : t 
ea ns ] ent vertical pipe chases between rooms; the other 
+ a ‘ se! openings, covered temporarily with a 3” unrein- 
cs 19-9 174 I & / 
q | forced slab, may be used to bring ducts or pipes 
' 
ra : ‘ up at any point on the column line to meet future 
r . 4 - 
7 - 1 needs. (N. A. Owings and R. W. Cutler, partners- 
= I 
> -21-0O - in-charge.) } 
; 
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SPECIAL HOSPITALS develop fresh architectural forms to fit new medical concepts 


Their ability to design new building types to meet the new require- 
ments of special hospitals is demonstrated by SOM’s handsome, 
ground-hugging structures shown here. Like the slab-type hospitals 























; SERVICES~. Y4 KITCHEN + DINING 
shown on preceding pages, they are shaped primarily by the patients y Zi | 
needs. But in two of these cases, the dominant need was for a =. Opsenyaron ae Ras Cea 











friendly, psychologically helpful atmosphere—one is for crippled 
children, another, for mental patients. The third is relatively small. 
Though the height of these buildings is limited to one or two 
stories, the criteria which govern the design of SOM’s multistory : 
hospitals still apply: proper orientation for patients’ rooms, struc- : [ear 7, eee Y, - OAY 
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tural simplicity, clean separation of patients from service areas. 




















































































For the receiving and diagnostic building of Illinois’ Tinley Park cine ee 
mental hospital (top view, opposite), SOM designer W. T. Priestley rc Sal -) 
developed a spreading two-way finger plan which puts male and | Ne ' 
female patients on opposite sides of central service areas. A series a ot | 
of interior courts brings light and air into these areas and their “8 . a ofects gZ in rs: dat ‘ 
connecting corridors. The layout of each nursing unit, with all rooms 8 470 Pe ct a ae arrose 
facing south and utilities on the north, carries out the theme of aha Ie 1B ae t 
SOM’s general hospitals—except that the nursing station is located . aah 
at the end of the corridor for control of a spacious dayroom. Courts X 
between the nursing wings provide outdoor recreation space for % 
patients. And to avoid a shut-in feeling, most patient areas will have 
full glass walls, with lights of tempered glass which will eliminate the State mental hospital in Tinley Park, Illinois will be mainly 
need for costly detention screens. The entire plan is based on repeti- one-story finger plan buildings with patients’ wings facing south 
tion of a standard 20’ x 20’ bay. on either side of central service facilities. Five-story building is 

Alexandria Bay hospital (middle view, opposite) is one of three general hospital. 
“North country hospitals’—the Edward John Noble Hospitals — 
located at Alexandria Bay, Gouverneur and Canton, N. Y., among com ©. [xeon a [way LT | ~~ General hospital at Alexandria Bay 
which Gouverneur has central facilities such as the laundry serving Ps oem pla oom = N. Y. is charmingly small, accomme 
all three. These differ from the big hospitals of SOM in that all the cco ence wil Mbecose a a dates only 87 beds, Unlike most Sl 
functional elements that usually require separate framing are com- ig jobs, it is contained within a simph 
bined in a single simple structural shell—the operating rooms, pa- Ph rectangular shell without wings. A 
tient rooms and other facilities being adapted to a single framing lor baa LT its patients’ rooms are oriented nel 
dimension. (David Scholes, in charge. ) YA— a aca - met to the view rather than south to the sim 

The Indiana children’s hospital in South Bend (bottom view, opp. a pret | o[«oe] V7 
page), designed in association with Pohlmeyer & Pohlmeyer, achieves 
a similar blend of pleasing environmental effects and economical con- 
struction, Two patient wings, with rooms facing south, are linked at Children's hospital at South Bend has two patients’ wings facing 
one end by a covered porch and at the other by a block of diagnostic south connected by a two-story block of diagnostic and therapy 
and therapy facilities which serve outpatients as well. facilities (photo right) and a covered walk (photo left). 

SERVICES _ . 





J | 


ne 





Torkel Korling 





SERVICE 







PARKING 






PARKING 



















AMBULANCES | —_— 









































































{ ~SERVICES 7 
—~ —_— P ~*s fo 
, ) pees Bh | 
| ‘ 1 PLAY 
| v 0 = Weddle MidddAtdt Mhidddidlddddididid py, 
| ISOLATION || | FENG 4686 BED WARD: 
OFFICE] rr ee) 
|Z DIRECTOR | YY, a r Pte ¥s 7 
OT, | Us 
» 7 wt | GF PORCH 
Za azz ane | GZ ; ‘ 
: } |OPER} 1 
= RECREA 
~ | J | | TION RM p U 
WAITING 4° @ JOPER) g Set , 
I- > | + 4 4 / . 
|| FRAC) QU 
rf 
HYDRO- | /-“—=EXAMINATION| bee + ~ < 
THERAPY! |_| 1 i 1 i 4 VZA DINING _- SERVICES 
— Ran - 
| " —————— Kl 
[ PHYSICAL | 5g oocurat 


















~—/ | THERAPY) THERAPY 





nd $$$ ———__—_ — + 


486 BED WARDS 














GYMNASIUM -—— 













































fahove) Chicago Architectural Photography : (below) Torkel Korling 
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HARRISON & ABRAMOVITZ, W. Y. Cocker, 
Architects | 

TURNER CONSTRUCTION CO, 
General Contractor | 

MORAN, PROCTOR, FREEMAN & MUESER, 


Foundation Engineers 


EDWARDS & HJORTH, S:cructural Engineers 
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Conservative ipproact le d oune’rs of 
Pittsburgh's neu Ayscraper 925 Wik 
liam Penn Place to build a slab reme 


niscent of Rockefeller Center. 
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THE ULTIMATE SLAB ses the best of proved building techniques, 


brings to a climax a skyscraper design evolved over two decades 


This is the most expensive office building erected in the U.S. 
since the RCA Building in Rockefeller Center. Named 525 
William Penn Place, the 41-story Pittsburgh skyscraper was 
put up at a bare-building cost of $19.5 million. Obviously, 
a capital investment of this size (enough to build nearly 
three such “experimental” buildings as Lever House) 
called for a conservative approach which meant that experi- 
ment, research, innovations—the cornerstones of building 
progress had to be left to less expensive projects. 

The result is a thoroughly conservative building. It uses 
the best of proved materials and climaxes the evolution of 
a skyscraper concept first expressed by Manhattan’s Daily 
News Building in 1930. In that building, vertical piers and 
a clean, knifelike roof line set the pace for the design of 
skyscrapers during the ’30s. Rockefeller Center buildings 
carried the concept further but all retained massive and 
monumental bases from which towers and slabs sprang. 

Now here is the ultimate slab—without crown, setback or 


vestigial base. The vertical lines of its ribbon pters flanked 


Remarkably similar to the slab of 


Rockefeller Center's Esso Build- 








ing (r.), 525 differs sharply in 





ground floor treatment. Piers on 





925 go straight down into the side- 





walk, forming doorways (1.), 





while traditional concept of a 





building base was preserved in 





Esso Building (below). 


by stainless steel fins plunge from a height of 520° straight 
into the sidewalk—where entryways are treated simply as 
elongated window spaces. No store display windows distort 
the fenestration pattern and no zoning restrictions hamper 
the sheer rise of its walls. 

In it can be seen details borrowed honestly from its fore- 
runners—the RCA Building and the Empire State Building. 
Yet each borrowed detail is improved in the transfer. The 
metal spandrel, for example, was first used on Rockefeller 
Center buildings—but here the spandrel facing is stamped, 
not extruded, and the entire window frame plus spandrel 
skin is a prefabricated unit reaching from floor to floor and 
bolted in place in one economical operation. The idea of 
metal fins to help secure the facing stone and to emphasize 
vertical dividing lines between the “‘stacks” of windows and 
the limestone piers came from the Empire State Building 
but here the fins are integrated with the window spandrel 
units producing a 41-story stack which asserts the building’s 


soaring verticality. 


Prefabricated stainless steel window spandrel fac- 
ing unit (below) is quickly set in place. Only 
brick backup and limestone pier facing are 


needed to complete the exterior wall. 
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525 WILLIAM PENN PLACE 
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UNION TRUST _— MELLON NATIONAL BANK 


WILLIAM PENN | 
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Block-size park and lou 
adjoining bank building 
will give a degree of open- 
ness to Pittsburgh whose 


narrow streets make tall 


buildings such as 525 


matter for community con- 


cern. 





First study proposed ex- 
tending classic bank facade 
around base of new build- 
ing (l.). Such a synthesis 
would have compromised 
the integrity of both old 
and new buildings, was 


wisely abandoned. 





THE ULTIMATE 


Evidence of new Pittsburgh 


How this tall slab came to be is a story of Pittsburgh’s top in 
dustry: steel, a bank, the valuable ground in downtown Pitts 
burgh, the zoning provisions of a city which still is in the pre 
setback era, plus the impetus toward parklike space provided by, 
the Point Park development several blocks away. But over and 
above all individual considerations looms the farsighted Alle 
gheny Conference: town planning headquarters de luxe for Greater 
Pittsburgh and one of its most enthusiastic supporters, Richard 
Mellon. 

Completion of 525 William Penn Place brings Pittsburgh one 
step nearer its goal of redevelopment (Nov. issue 49). Apply. 
ing, on a limited scale, the Rockefeller Center principle of juxta- 
posing buildings with adequate surrounding space, 525 faces its 
as yet uncompleted counterpart—the Alcoa Building—across a 
block that will be turned into a park (see sketch) with money 
donated, in part, by Mellon. (Under this planned oasis will be™ 
built a multilevel garage.) Thus the park front of the building 
is assured enough space for a balanced display of its mass. 

On one side, above the low Mellon bank, enough space is left 
to give light and air to the huge, sheer slab. But conditions on 
the two remaining sides point up an alarming situation. Here, 
the enormous slab faces two existing buildings across narrow 
streets (the curse of downtown Pittsburgh) and blocks out light.) 
To maintain the slab design and avoid setbacks—which could 
have alleviated the situation—air rights over the Mellon bank 
were taken and the building line was set 6’ further back than was 
legally necessary. Even so, there simply was not space enough to 
“carry” the large building. The unhappy condition may spur the 
city to open up its downtown section in the future, but for the 
present, the buildings across the streets from 525 are blinded and 
suffocated. 


Two buildings joined 


In designing the clean slab building the architects had the prob- 
lem of joining it to the adjacent three-story Mellon Bank & Trust 
Co. Building. Both the owner and architects felt the necessity of 
respecting the bank’s stolid neoclassicism in an extension of the 
treatment of the old building around the base of the new one (see 
sketch). But after making many studies and models the flaws in 
the thinking became obvious and a more direct solution was 
sought. 

Many may argue that, while 525 may be the ultimate slab ver- 
tically, it is adulterated in plan by the corner notches or reveals. 
The departure from a simple rectangular slab sprang fom an un- 
avoidable site condition: the block on which the building stands 
is a parallelogram but not a rectangle. The bank building itself 
is a parallelogram though this is not apparent to a casual observer. 
Necessarily rectangular, 525 had to be joined with the old bank 
and oriented with sidewalks and curb lines on the other three 
sides. Hence the notches or reveals. In addition, the reveals help 
relate the two dissimilar buildings in a way that repays study. 
Instead of joining the corners at the outside building line, the 
junction is recessed. This treatment defines each structure, leaves 
them widely differing though nonconflicting architectural expres- 


sions. 


Space for three tenants 

Mellon Bank & Trust Co. occupies and owns the first eight floors 
of 525, a substreet floor and two basement levels. The lowest base- 
ment, the lobby and 30 floors are leased by U.S. Steel. T. Mellon 
& Sons’ investment offices occupy the 39th floor. The building is 
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ING 


owned by 525 William Penn Place Corp. of which John W. Gal- 
braith is president. 

Typical floors measure 114’ x 220’, average 18,000 sq. ft. net, 
show the imprint of Rockefeller Center planning—on which the 
same architects worked. The service core is at the center of the 
rectangular floor and no side office space is more than 36’ from 
windows. Deep office space at both ends of each floor is useful 
here, however, by virtue of later advances not available to Rock- 
efeller Center—high intensity lighting, complete air conditioning 
and glass office partitions. With these, the corridors and interior 


ofices avoid a claustrophobic feeling. 


Showcase for steel 


Keynote of the building’s extensive use of steel is the lobby. 
In it, chromium stainless steel] sheathes irregularly shaped ex- 
posed beams and columns. A black-painted steel pan ceiling con- 
ceals pinhole lighting which is reflected from the white terrazzo 
floor. High level lighting prevails in the elevator lobbies where 
most of the ceiling consists of fluorescents concealed behind plas- 
tic pans. Here again, walls are finished with stainless steel as are 
elevator doors and cabs. 

As a decorative finish, stainless steel is used also for trim 
around glass doors, for drinking fountains and wall-mounted ash 
trays in corridors, on counters, and in flatware and table tops in 


the employees’ luncheonette. Kitchens are all stainless steel, and 
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Lobby sheathed in stainless steel keynotes decorative pos- 
sibilities of the metal while irregularly shaped columns 
and girders symbolize steel’s structural use. Glittering 
lobby is illuminated by pinhole lights in lofty black metal 


pan ceiling. 


Photos: Ben Schnall 
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THE ULTIMATE SLAB 
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even interior window sills on the executive floor are of the same 
bright metal. Climaxing the use of stainless steel is the ceiling of 
U.S. Steel’s huge 53’ x 26’ board room on the 38th floor. Decora- 
tive acoustical pans of stainless steel form the luxurious ceiling. 
The pans were strengthened by a special operation which per- 
mits 26-gauge steel to be used, giving the same rigidity as 22- 
gauge. 

As important as the use of many stainless varieties is the use of 
steel in less obvious forms. Cellular steel flooring throughout 
(except on mechanical floors) speeded construction, saved weight 
and gave electrical flexibility to the building. 

Full office flexibility was assured with movable partitions of 
carbon steel panels. After rubber or asphalt tile was in place over 
an entire floor the partitions were bolted in position. 

Washrooms, located in the service core, boast the first major 
installation of sound deadened, porcelain-enameled steel wall 
panels. (Fixtures and partitions are wall mounted.) Electric out- 
lets by washbowls, full-length mirrors in women’s rooms, stain- 
less steel towel cabinets and utility shelves add a luxurious note to 
the rest rooms. 

Also in the service core is an electrically operated conveyor sys- 
tem for routing mail and office supplies. Special baskets slide 
from small ramps on each floor onto arms attached to an endless 
vertical conveyor. An arrangement of electrically controlled 
fingers on the arms regulated by a dial at each dispatching station 


route the baskets to their intended floors. 
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Turntable service access 


In the basement, a 26’ diameter turntable permits off-street 
parking for trucks in the 27’-6” bay between the loading platform 
and the outside wall. Basement unloading was mandatory for 
cash-carrying bank trucks, but the scheme also avoided on-street 
parking for all deliveries. With the turntable, trucks up to 30’ 
long can easily be handled in the narrow space. 


134 


Ben Schnall 





Top to bottom: board room 


with stainless steel ceiling. ele- 


vator 


hall with stainless steel 


doors and trim, rest room with 


steel partitions, general office 


area 


furniture, 


with 


with steel windows and 


mot able 


interior office area 


steel partitions, 
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THE CURTAIN WALL COMES OF AGE 


First large scale demonstration of 





lightweight, fireproof, metal-faced 





curtain wall goes on view this month in 


two Pittsburgh projects 


After a decade of research and experiment, the metal-faced 
curtain wall has emerged from the test tube to enclose four 
of the largest postwar buildings: the aluminum-clad Alcoa 
headquarters and the steel-clad trio of office towers sponsored 
by Equitable Life—both in Pittsburgh. Equitable Life's three 20-24 story office towers 

Unlike anything ever used before. these meta! skins offer 
certain distinct advantages over masonry. Besides having the SS a ee 
properties of masonry (structural adequacy, insulation, fire 
resistance and flexibility) they are thin in cross section, light 
in weight, and, because they are built of large panels with 
relatively few joints, they are quickly erected, highly re- ; 

‘ j . : : Alcoa’s 30 stories—aluminum skin and a sprayed concrete wall 
sistant to rain and moisture penetration and easy to maintain. Jay Bee Photographic Studio 

The desirability of an efficient curtain wall has long been ; 
appreciated, but the difficulties in the realization of this idea 
proved almost as great as the advantage that might be ob- 
tained. Just how serious these difficulties were can best be 
indicated by the fact that it took architects Harrison and 
Abramowitz, Alcoa, and the George A. Fuller Co. several 
years to develop their aluminum-faced wall, while master 
builder Andrew Eken of Starrett Brothers & Eken has been 
working since 1946 to develop Equitable’s prefabricated 
stainless steel panel. The complexity of the curtain wall 
problem is further underlined by the fact that the two solu- 
tions achieved in Pittsburgh are diametrically opposed in 
almost every particular. Apart from its prefabricated alum- 
inum facing panels, Alcoa’s wall is built up on the site. 
On the other hand, Equitable’s wall is a complete, prefab- 
ricated package which has only to be bolted and welded to 
the building frame. Both walls eliminate the need for 
expensive scaffolding. 

Designed to simplify and speed up site work, Alcoa’s wall 
is faced with 6’ x 12’ story-high aluminum panels 14” thick 
but stamped 8” deep in an inverted pyramid shape designed 
to take a 30 psf wind load. Behind this panel is a 2” to 8” 
air gap and a 4” wall of perlite concrete with a 1” lath and 
plaster finish, giving a total thickness of 6” to 13”. The 
wall is erected from inside the building, the perlite concrete 
being sprayed with McNulty’s plaster pumps onto a base of 
slotted aluminum lath after the facing panels are in place. 

Equitable’s stainless steel wall consists of an outer skin of 
22 gauge 17% chrome steel, backed with a very porous 11,” 


als 


concrete breather bed and then 3” to 4” of reinforced perlite 
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4 3% ton corner column section 
is hoisted into position. Com- 
pletely prefabricated, all 288 sec- 
tions used on each floor are placed 
in an 8-hr. shift. Horizontal 
section (above) shows structural 
parts making up wall—column 
covers, corner column covers, 
mullions and spandrels. Result- 
ant wall, 54%" thick, has a “U” 
value of 0.23, an estimated cost 


(less researe¢ h) of $6.80 per sq. ft. 


Erection of steel panels 


Precast mullion is eased into position (phg 
left) where it is first bolted, then welded (below), 
Section through mullion (left) shows how wally 


are attached to brackets on spandrel beams, 
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SECTION BELOW WINDOWS 


concrete, making a total thickness of only 
514”. This wall is made in five basic panel 
sizes. These structural members are: 1-2) 
two widths of story-high column covers. 
11’-9” high and weighing about 11, tons 
each; 3) story-high exterior corner covers, 
L-shaped in plan with 414’ wings and 
weighing 314 tons; 4) story-high mullions 
l’-4” wide and 734” thick weighing half 3 
ton; 5) spandrel wall sections 310” x 5’-7” 
high also weighing half a ton. Thanks to 
prefabricated construction and careful or- 
ganization this wall goes up at the rate of 
a complete story (9,264 sq. ft. of wall) 
every day. 


Steel versus aluminum 


Since these two walls involve widely 
different techniques of curtain wall con 
struction it is useful to study the manner if 
which each satisfies the requirements of & 
good wall: 
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1. Panels, bolted from inside, have ¥%" 


weep holes to drain condensation. 


2. Slotted aluminum lath fastened to 
spandrel beams as backup for sprayed 
perlite concrete. Aluminum lath might 
be corroded by alkaline cement but once 


wall is set this is of no consequence. 


3. Reinforcing attached to channels in 
floor and spandrel beams. Perlite con- 


crete sprayed in four 1” layers. 


4. Below, exterior view of finished wall. 
















Jay Bee Photographic Studio; Newmann-Schmidt Studios 
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Erection of aluminum panels 


Alcoa’s wall panels, complete with win- 
dows, are bolted to angles hung from 
soffit spandrel beams. Section (left) 
shows wall to be 13” thick but half of 
this comes from diamond pattern on 


facing. 
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Thickness. Equitable’s wall is 514” 
thick compared with 13” on the Alcoa 
Building, which could, however, have 
been reduced at least 6” by eliminating 
the architectural “diamond” feature in the 
face panels. 


Insulation. Alcoa’s wall provides bet- 
ter insulation having a “U” factor of 0.16 
compared to 0.23 in Equitable’s prefab- 
ricated panel. This underlines the efh- 
ciency of a big air space as an insulating 
medium. 


Weight. Forty lbs. per sq. ft. for 
Alcoa’s wall compared with 4214, lbs. for 
the stainless steel wall, which contains a 


114” layer of heavier porous aggregate. 


Speed of erection. Fquitable’s wall 
went up at the rate of a floor a day while 
the backup wall in the Alcoa building 
was installed by four 4-man crews at the 
rate of 21% floors per week. Thus the pre- 
fabricated panels went up twice as fast 


as the walls built on the site. 


HORIZONTAL SECTION THR H SPANDOREL 


Section above details wall construction. 
This wall weighed only 4% Ibs. per 
sq. ft. (panel 2% lbs., perlite concrete 


28 lbs., furring and plaster 10 Ibs.). 


Fabrication. Big presses stamp out 
aluminum panels 6’ x 12’ at a stroke, 
whereas the steel must first be formed in 
strips only 12” wide, which are then 
welded together. 


Rigidity. Being mechanically bonded 
to its concrete backing, the steel panel is 
more rigid than the unbacked aluminum 
theugh both are designed for 30 psi wind 
loads. (Most codes require buildings 


higher than 100’ to withstand wind loads 


of 20 lbs.) 


Fire resistance. Both concrete back- 
ups are designed to withstand a 4 hour 
fire test (Pittsburgh requires a 2 hour test 
at 1,700° F.) immediately followed by a 
hose stream test. The stainless steel (melt- 
ing point 2,600° F.) would still be strong 
enough to take the hose test even without 
backing, whereas the aluminum would have 
melted away at 1,300° F. 


Condensation. The designers of both 
buildings are confident that they have pro- 
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Stainless steel sheet, 22 gauge, shaped 
in 12” wide strips and welded. White 
lines in this corner section are edges 
of steel turned in to hold layer of 


coarse, porous aggregate in position. 


4 column cover section with rein- 
forcing placed on top of coarse ag- 
gregate layer ready for casting of 
lightweight perlite concrete. Rein- 
forcing consists of 4” wire mesh to- 


gether with 1%" strengthening rods. 


Perlite concrete cast on assembly 
line from huge hoppers. Porous layer 
is 1” to 1%" thick while perlite 
concrete layer is 3” thick, giving a 
total wall thickness of 5%” in the 
column sections and 4%" thick in 


the spandrel sections. 


vided adequate air circulation right behind 
the metal skin to take care of any con- 
densation. Both walls provided weep holes 


at each horizontal joint. 


Calking. Joints constitute a mainten- 
ance problem in any wall. Alcoa aimed at 
avoiding this problem by building the inner 
wall continuous (except for the window 
openings) from spandrel beam to spandrel 


beam and from column to column. 


On the other hand, the joints between 
each structural section in Equitable’s walls 
are heavily calked. Starting on the outside 
there is a 5” layer of bedding compound 
compressed to 14”, then 5/16” thick as- 
bestos fire-felt, while the inner side of the 


joint is grouted, 


Maintenance, corrosion. Because both 
aluminum and stainless steel are highly 
weather resistant and because there are a 
minimum of joints to be calked, mainten- 
ance will be low. The aluminum panels are 


coated with a 5% silicon-aluminum alloy 


138 






giving them a distinctive gray color that 
Alcoa hopes will last the life of the 


building. 

Since nickel for regular 18-8 stainless 
steel was unobtainable at the time Equit- 
able’s walls were manufactured, a 17% 
chrome stainless had to be used as the best 
available substitute. This actually cost 
more than nickel steel because it had to be 
used in 22 gauge instead of 24. Studies of 
weathered samples up to 20 years old in- 
dicated that almost all cases of rusting oc- 
curred when the chromium content dropped 
below 16% so the chrome content min- 
imum was set at that figure and Builder 
Eken expects it to retain its finish indefi- 
nitely. Engineers will be able to compare 
the weathering of this chrome steel with 
that of the regular stainless steel faced 
masonry walls of the U. S. Steel Building 


close by (see page 130). 


Finishing. After Alcoa's sprayed con- 
crete inner wall is set it is furred and plas- 


tered on the inside. On the other hand. 





Fabrication of steel panels 


After 24 hrs., panels are placed 
on special pallets for curing. then 


trucked to site for erection. 


Photos: Jay Bee Photographic Studio 


Equitable’s wall is of completely dry con- 
struction except for a little fireproofing on 
the columns. 

As a vapor barrier the inside of Alcoa’s 
wall is coated with a vapor resistant paint. 
Equitable provided no vapor barrier except 
that the dry wall under the windows was 
lined with aluminum foil primarily to de- 
flect heat from the window units back into 


the room. 


Production of Equitable’s Wall 


The steel faced structural sections are 
prefabricated in two stages: first the stain- 
less steel facing is shaped and prepared, 
then the reinforced backup is cast using the 
facing as formwork. 

The stainless steel sheet is shaped into 
rigid sections about 12” wide which are 
welded together as required. Before weld- 
ing, the outside edge of each section is 
turned inwards to about 1” from the outer 


facing. Thus the porous concrete, once set. 


THE MAGAZINE OF BUILDING 
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{lcoa’s \%&" thick story-high 6’ x 12’ 
panels are stam ped ina huge press. 
{fter being anodized and finished, 
the reversible aluminum windows 
are fitted and the panels are ready 


for transport to the site. 





Corners of aluminum panels are 


welded together to provide rigidity 
in the panel. Erection is simplified 
by having slotted holes in the sides 
of the panels attached to the sup- 


porting angles. 
‘ 


is held rigidly in place behind the metal 
skin. 

After welding, the metal skin for each 
panel is placed on a steel form shaped to 
fit the corrugations of the panel, so that it 
does not become distorted by the load of 
concrete upon it. The sides of the forms are 
hinged up for easy manipulation. A 1” 
layer of coarse aggregate concrete of a dry 
mix (consisting of only %.” screened ag- 
gregate and a minimum of cement and 
water) is laid in the form. This breather 
bed, so porous that water can be poured 
right through it, permits moisture to be 
dried out by natural ventilation. 

Once the stainless steel facing is shaped 
and welded ready to go to the casting yard 
the face is protected with a layer of plastic 
skin to avoid damage to the stainless steel 
surface during transportation, casting of 
the back-up or erection. This plastic is 
steamed off when the panels are in position 
in the wall. 

Next wire mesh and bar reinforcement 


are placed in the form together with the 





Photos: Jay Bee Photographic Studio 
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Fabrication of aluminum panels 


{cres of aluminum panels in fabricating plant await shipment. More 


than 80 panels are used in each of the 30 stories of Alcoa's neu 


headquarter s offic é. 


saved 1.500 tons 


struction. 


necessary connecting plates and_ lifting 
hooks before embedding in a 3” layer of 
perlite concrete. The mix is 544 bags of 
cement, 1,365 Ibs. of fine sand, 17 cu. ft. 
of perlite and 431% gals. of water. This 
gives a concrete having 1” slump, a strength 
2.200 psi in 28 days and a weight of 104 
lbs. per cu. ft. This strength was considered 
sufhcient and any increase meant a corre- 
sponding increase in weight. After 24 
hours, the sections are moved from the 
forms to pallets for curing and delivery to 
the site. 

A factor in the steel skin wall is the cost 
of the 300 forms. These cost $300 each, or 
1514¢ per sq. ft. of wall, and to enclose a 
floor each day requiring 288 panels this 
number of forms had to be continually in 
use with the factory operating on a three- 
shift basis. In spite of over 60 re-uses the 
forms are still good for future jobs. 

Lifting hooks, with considerable reinfore- 
ing to handling stresses over the whole 
member, are placed in the top of each 


panel. Corner columns are also reinforced 


With the lightweight backup the aluminum skin 


of structural steel against conventional wall con- 


by diagonal braces which are removed once 
the members are positioned in the wall. 

At the building, column piers and mul- 
lions are bolted and welded at each end to 
brackets on each floor beam. Bolt heads 
were attached to the reinforcing before cast- 
ing. Each bracket supports the top of the 
lower column and the bottom of the column 
above it. At each floor beam there are two 
brackets for each column pier and corner 
pier, one at each side; only one bracket is 
needed for each mullion. Spandrels rest 
on projections off the mullions and piers 
where they are bolted into position. 

Regarding costs Andrew Eken with this 
experience behind him, estimates that a wall 
like this could be built for $6.80 per sq. ft. 
net wall area, compared with about $9.60 
for limestone, $5.40 for brick, and $7.50 
for part limestone and part brick. Included 
in the $6.80 figure is $2.10 for the stainless 
steel panels, $3.10 for backing them up, 
and $1.60 for erection, caulking and clean- 
ing. The masonry estimates include an al- 


lowance for additional structural steel to 
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Equitable Life’s Gateway Center trio 


Aicoa’s diamond-studded office tower 


Photos 


support the heavier weight. Alcoa’s cost 


figures were not available. 


Production of Alcoa’s wall 

Fabricating the aluminum panel is much 
simpler than fabrieating the steel—so 
simple, in fact, that a big press forms a 6’ 
x 12’ story-high panel and cuts out a 4’-2” 
x 4’-7” high window opening in a single 
operation. 

After being anodized, the aluminum 
panels are stamped, trimmed and inspected 
before the windows are fitted and the 
panels are taken to the job site and stacked 
on each floor ready to be erected. 

Panels are bolted to galvanized brackets 
secured to soffit spandrel beams. Slotted 
aluminum lath is attached flush with the 
outer edge of the concrete covered spandrel 


” reinforc- 


beams and two layers of 14, 
ing rods are attached to channels in the 
floor and the underside of the spandrel 
beams. Then, with the window protected by 
a wooden framework, perlite concrete is 
sprayed on in layers not more than 1” thick. 
The mix (1 cu. ft. cement, 314 cu. ft. per- 
lite, 814 gals. of water and an agent to 
reduce viscosity) is placed in a special 
blowing machine of 8 cu. ft. capacity. 
which forces out the mixture at pressure 
of about 15 lbs. per sq. in. (The gunite 
process, by comparison, uses pressures of 
40-80 psi.) This concrete has a strength 
of 2,000 psi after 28 days and weighs 70 


Ibs. per cu. ft. 


Labor problems 


As with any new building technique, cur- 


tain wall construction is not clearly covered 
in union jurisdiction rules. Both sheet 
metal workers and structural ironworkers 
claimed the right to erect these curtain wall 
panels. On the Alcoa building when iron- 
workers got the job sheet metal workers 
picketed the building, holding up work for 
four days. The Pittsburgh Building Trades 
Council then suspended the sheet metal 
local for picketing in a jurisdictional dis- 
pute and got the rival locals to agree to a 
truce, while the question was decided by 
the industry’s Joint Board on Jurisdictional 
Disputes. The job was finally given to the 
ironworkers but the jurisdictional problem 
will have to be resolved on each future proj- 
ect by local building trades councils. The 
Pittsburgh decision does not constitute a 
precedent. 

On the Gateway ‘Center buildings, sheet 
metal workers, ironworkers and stone 
masons all claimed jurisdiction, but worked 
out a compromise settlement. The sections 
were manufactured by sheet metal workers, 
hoisted into position by ironworkers and 


attached by stone masons. 


(top) Jay Bee Photographic Studio; ‘‘Judge"’ 
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FRANK LLOYD WRIGHT'S MASTERWORK, the Solomon R. Guggen- 


heim Memorial Museum, may be in construction before the end of the year. Plans for this modern 
gallery, curved around a spiral ramp, were filed witn the New York City Building Commission last month. 
Thus New York City can expect to get its first building designed by the world’s greatest architect and 
the American public can expect to get an architectural masterpiece. 

The 50-sheet roll of plans for the building was filed with the help of Holden, McLaughlin & Associ- 
ates, a top New York architectural firm who made the floor-by-floor space computations and supplied the 
other detailed data set down on the long forms which initiate the process of securing city approval 
(Architects Arthur Holden and Wright have a long friendship based on a mutual respect for de Tocque- 
ville’s Democracy in America.) Because the building is a continuous spiral, with no division between floors, 
even the routine requirement of estimating space on each floor became a laborious undertaking. But 
actual differences between this unconventional building and requirements of the New York City 
code now appear less than many had supposed. The major ways in which this modern gallery may be at 
variance with code requirements, city building officials said, are these: 

1. The building’s remarkable openness, which merges exhibit area and access area into a single 
unrolling space, does not meet fire-safety provisions which require that public halls be enclosed by a 
fire-resistant wall. 

2. The translucent material which the architect hopes to use for a crystal dome at the top of the 
spiral does not meet the city’s requirement for a roof with a 1 2 hr. fire-resistant rating. These consid- 
erations as well as any other minor variances will be referred by the City Building Commission to the 
Board of Standards and Appeals, a four-man group chairmanned by architect Harris H. Murdock. While 
the gallery’s reinforced concrete structure is also so unprecedented as to fall outside the stipulations of 
the city code, city officials are confident that there will be no obstacle to its approval. The Board of 
Appeals may request certain tests, but engineers who have examined the structural system report that 
it will meet loading tests without question. 

While the plans filed by Wright last month show revisions over the original plans as published by 
the Forum (Jan. ‘46), the basic concept is unchanged: a wide spiral ramp rises tangent to a half-circle 
















































































(containing steeper ramps and an eleva. 
tor) giving fast access to any level of the 
continuous exhibit arranged along the 
spiral. In the new plans the height of the 


spiral has been decreased by one level and 


the connecting administration building 


has been somewhat decreased in size. The 
Guggenheim Foundation has now ac-4 
quired the entire Fifth Avenue Block, be- 
tween 88th and 89th streets, where the 
Museum will overlook Central Park, and 
Wright has added to his plans an adjoin- 
ing 15-story building which will be rented 
for studios and apartments. 

As this remarkable building moved 
on its way through the many humdrum g 
processes set up to apply to everyday build- 
ing, it was supported by an immense popu- 
lar enthusiasm. This enthusiasm, on un- 
precedented scale, was shared alike by 
city officials and by distinguished art 
critics, by the owner and by the public it- 
self. Much of it is reflected in the state- 
ments below: 

New York City’s Building Commissioner 
Bernard J. Gillroy wil! determine to what ex- 
tent the Museum meets the city’s code 
requirements. Said the Commissioner, who 
is an engineer by training: ‘There is no 
question in my mind but that this building 
willbe agreat magnet, drawing thousands } 
of visitors to New York City. Wright's ar- 
chitectural conceptions are truly demo- 
cratic; they do not rely on the architec- 
tural sophisticates alone for appreciation, 
but appeal to something in the imagina- 
tion of almost every man. Not all things 
of beauty are restful, but one of the 
remarkable aspects of this building is its 
repose, its easy-to-absorb beauty. Wright 
has an intuitive engineering sense. While 
many of his concepts cannot be proven 
by formula, they are unquestionably 
sound. Laws are written to protect the 
public from the hazards of the average 
building. No code could possibly antici- 
pate the advances of an extraordinary 
structure like this. That’s why it is essen- 
tial to have a body like the Board of Ap- 
peals to which such a building can apply 
for variance.” 

Harry F. Guggenheim, chairman of the 
Board of Directors of the Solomon R. Gug- 
genheim Foundation, said: ‘‘We intend to 
carry out the wishes of the founder of the 


Foundation who saw great inspiration in 
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Frank Lloyd Wright’s architecture and 
felt that it should be made available to 
Americans generally. We are hopeful that 
the plans will be approved by the city. Mr 
Wright believes that the small steel sizes 
used for the network of reinforcing rods 
may simplify the problem of obtaining 
materials. Start of construction, of course, 
will depend on 1) approval of the plans by 
the city authorities; 2) availability of 
materials; 3) assurance that the building 
can be constructed within the sum esti 
mated by the architect.’ 

Curzon Dobell, president of the Preload 
Co., Inc., is a brilliant engineer in pre 


Stressed concrete construction. When 


Wright was considering prestressing this 
spiral structure, he asked Dobell to go 


over his calculations. (For Wright's pres 
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ent and more economic structural system, 
see section below.) Dobell said: ‘Wright 
has a great sense of what is within the 
limits of possibility in structures. In exe- 
cuting this spiral, he was dealing with a 
tremendous horizontal component thrust, 
a kind of bursting force at the edge of the 
spiral. His concept was spectacular even 
when compared with the most advanced 
work in Europe and perfectly feasible for 
execution. His round form exploits the 
self-bracing characteristic of the circle: 
the circle, supported and braced from the 
enclosing wall, is made to act as a spiral 
cantilever floor. 

This building is extremely efficient. 
Here instead of a heavy monstrous build- 
ing, we have a lively, pleasing light struc- 
ture whose slow gradual ramp completely 
removes the fatigue and ennui heretofore 
associated with a trip to the museum.” 

Speaking for the great public interest 
in this building, Rene d’Harnoncourt, Direc- 
tor of New York’s Museum of Modern Art 
said: ‘“The news that Frank Lloyd Wright's 
plans for the Museum of the Guggenheim 


Collection are soon to be realized is very 
important news for all who are interested 
in contemporary art. Whenever Frank 
Lloyd Wright deals with a new problem he 
starts with fundamentals and develops 
new forms. A museum by America’s mas- 
ter builder should not only be an archi- 
tectural achievement in itself, but should 
also open new vistas for all of those inter- 
ested in the presentation of works of art. 

“| cannot think of a happier occasion 
for the people of the City of New York 
who are interested in cultural values than 
the erection of a building that will give 
them an important work by Frank Lloyd 
Wright and enable them to see a great 
collection of modern art.” 

Said Frank Lloyd Wright: ‘Here for the 
first time architecture appears plastic, one 
floor flowing into another instead of the 
usual superimposition of stratified layers 
cutting and butting into each other by 
post and beam construction. 

‘The whole is cast in concrete more like 
an egg-shell in form than like a criss-cross 
beam structure. The concrete flesh is ren- 


STEEL AND CONCRETE SPIRAL RISES LIKE A COILED SPRING: THE RAMP IS A CONTINUOUS CANTILEVER 
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dered strong enough everywhere to do its 
work by filaments of steel either separate 
or in mesh. The structural calculations 
are thus those of the cantilever and cop. 
tinuity rather than the post-and-beam 
formula. The net result of such construe. 
tion is a greater repose and an atmos. 
phere of the unbroken wave — no meet. 
ing of the eye with angular or abrupt 
changes of form. All is as one and as negr 
indestructible as it is possible to makeg 
building. Unity of design with purpose is 
everywhere present and naturally enough 
the over-all simplicity of form and con. 
struction ensure a longer life by centuries 
than could be sustained by the skyscraper 
construction usual in New York City. The 
building is intended by Solomon R. Gug- 
genheim to make a suitable place for ex. 
hibition for an advanced form of painting 
wherein line, color and form are a lan. 
guage in themselves, independent of rep- 
resentation of objects. 

“This advanced painting has seldom 
been presented in other than the rooms of 
the old static architecture. The paintings 
themselves are in perfectly air-condi- 
tioned, well-lighted chambers, chamber 
something like those of ‘the chambered 
nautilus,’ all are well lighted by naturd 
daylight as well as artificial light. Thou 
sands of paintings are thus provided for 
A theater appropriate for special new ex 
hibitions of light, motion, color and sound 
in varied patterns is an underground an 
bombproof feature of the building. 

‘The structure itself is extremely light 
and strong and will be a glistening, white 
plastic-aggregate formed of white cemeni 
and crushed white marble in various sizes 
— in general a matt-finished surface — 
polished wherever desired. Glass tubing, 
long tubes laid up like bricks in a wall wil 
form the top-lighting surfaces like the 
central dome. Interior insulation, wall lin 
ings and floors will be of cork stained pale 
gray or the floors may be of gray rubber 
tile. It will be completely air conditioned, 
and there will be no movable windows. 

‘The nature of this building-design wil 
seem more like a temple in a park on the 
avenue than like a business or residentid 
structure. The side streets are left widet 
open than usual and the whole presents 
an almost unbroken garden-front to the 


avenue.” 
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TRIPLE-PURPOSE TERMINAL 


designed for travelers, sight-seers 
and vacationers, built to withstand 


the jolt of ferry docking 





To motorists it’s a ramp; to pedestrians it’s a hard, wooden bench. But 
architect Lester Tichy decided a ferry terminal could be much more. 
Ignoring all the ill conceived, badly executed transportation terminals 
littering the U. S. today, he took a cue from the most progressive air 
terminal design to provide not only a comfortable waiting place for travel- 
ers but also an attractive place from which sight-seers can watch boats 
arriving and departing. The high point is a large, window-lined luxury 
dining room. On the shore side, the owners plan a resort complete with 
houses, a shopping center, athletic fields, beaches and small boat harbor 


in the lee of the pier and terminal building. 





























TERMINAL 


Luxury dining room for sight- 
seers as well as travelers seats 
105 people, has %%” fixed plate 
glass windows opening south and 


west on view to boats and ocean. 


Open, sheltered space under bridge 
on terminal’s first floor is used for 
service of boats and building. Note 
neat handling of exterior stairway to 


waiting room, 





RESTAURANT 


light cove obove 


WAITING 


COFFEE SHOP 


Odd shape of terminal building (above) was dictated by 
pier shape and building function. Put on separate pilings 
(below), terminal is free of pier to keep building from 


being damaged when boats dock and jolt the pier structure. 








to the ferry 
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Located 15 mi. further out on the Cape from its former site the 
new terminal avoids the town of Cape Charles’s congested traflic 
and reduces the running time of the ferries by 30 mins. To get the 
more favorable location, Virginia Ferry Corp. bought 315 acres of 
farmland adjoining the coast and paid 25% of the costs of extending 
U. S. Highway 13 to the new terminal. When this Kiptopeke Beach 
acreage is fully developed, land and road costs will be recovered 
through the sale of house lots and lease of planned commercial 
puildings—including a motel, shops and stores—which should turn 
the beach into a profitable business. Careful plans have been made 
to this end. Sewage from the terminal building, for example, is not 
dumped into the water where it would pollute the beaches. Instead, 
it is carried inland for disposal. 

The unostentatious building was designed primarily for function 
and low maintenance costs. In addition it possesses the sophistication 
of quiet, rather than stridently sought, simplicity. Its spare, ship- 
shape exterior has white block walls (finished with stucco despite 
the architect’s doubt about its longevity in that climate), yellow 
plywood soffits with blue painted metal sash. Columns are either 
grey or yellow. Setting off the building’s utilitarian character is 
an artfully designed stairway visible from outside through a dra- 
matic two-story window. Its stringers are gracefully arched laminated 
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Passengers board ferry from second floor public room through covered bridge 
and over a gangplank which is retractable. Terminal will be the focal point 
of projected beach resort area complete with motel, shops, stores, beaches and 


small boat harbor to lee of the ferry pier. 
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wood, with white oak treads, open risers and stainless steel rail. 

Putting the building on the pier (rather than on the more usual 
shore abutment) raised the problem of providing strong flexible 
foundations to cushion sway and shock when the big ferry boats 
jolt the pier. Solution lay in sheet piling for the pier and sand fill, 
separate concrete piles for the building. The result is a “floating 
base” for the terminal and the absorption of lateral loads by the 
sand and pilings themselves. Cost of these pilings was $8,775- 
apart from the $228,000 building cost. 

First floor of the 13,500 sq. ft. steel and concrete block building 
is devoted to service facilities: offices, utilities, storage area, shel- 
tered parking space for service trucks and employees’ dressing 
rooms. All public space is on the second floor where the kitchen 
is the operational center, Sprouting from it are two lunch counters, 
a cigar stand and service entrances to the 105-seat capacity dining 
room on the south side. Only other enclosed spaces are tile finished 
rest rooms along the north wall. Waiting rooms fill the rest of the 
floor where passengers board boats through a covered bridge. Eco- 
nomic considerations made it necessary to finish walls with plaster. 

A fan room on the roof ventilates the building and provides year 
round air conditioning for the dining room made necessary by fixed 
34” polished plate specified to resist wind loads up to 80 m.p.h. 
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BUILDING FOR DEFENSE 


- » - Civil Defense Administration tells 
how to strengthen existing structures, 


how to design new ones against atomic attack 


Though only an utter defeatist would say that World War 
III is inevitable, all are agreed on a long period of inter- 
national tension. This could blaze into shooting war if an 
aggressor nation came to believe that sudden aerial on- 
slaught would permanently wreck the opponent’s economy. 
Therefore civil defense, the ability to recover from a sneak 
attack, is as important as offensive weapons for the preser- 
vation of Western democracy and world peace. 

Following the principle that we should hope for the best 
but prepare for the worst, we are faced with a number of 
vital questions: 


1. What are the effects of atomic bombs on each of the 
main types of buildings in our cities today? 


2. What degree of protection might these buildings 
afford for our people and our essential productive 
machinery? 


3. How can this protection be improved most rapidly 
and economically? 


For two years the Shelter Division of the Federal Civil Defense 
Administration has been studying these questions and co-ordinat- 
ing field surveys in 53 cities with basic research at Lehigh Uni- 


versity and MIT. Now they have some answers.” 


CD’s shelter program would protect 17 million people 
in existing buildings, 16 million by new construction 
As a result of preliminary surveys Shelter Division estimates 


that of some 67 miliion people living in critical target areas, prob- 


* The answers are detailed in three manuals published this month: 
Part 1. Methods for 
Determining Shelter Needs and Shelter Areas. This manual sets forth a census 


1. Shelter from Atomic Attack in Existing Buildings 


and survey technique for determining where and to what extent shelter is 
needed, also gives a method for selecting suitable shelter areas within existing 
buildings. 

2. Shelter from Atomic Attack in Existing Buildings—Part II. Improvement 
of Shelter Areas, This manual indicates how existing buildings may be im- 
proved to eliminate existing hazards. 

3. Interim Guide for the Design of Buildings Exjosed to Atomic Blast. This 
technical publication contains minimum standards and criteria for the design 
of new structures that will have a reasonable chance of survival half a mile 
from ground zero—a nominal bomb (equivalent to 20,000 tons TNT) ex- 
ploded at optimum height (2,000’). 
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ably half of these are working in central commercial, industrial 
and institutional buildings in which right now there is adequate 
shelter available for not more than 2 million people. With minor 
and major modifications costing up to $40 per person another 15 
million could be sheltered, leaving 16 million people to be pro- 
tected by new construction at an estimated cost of $90 per head. 

In all, $1,800 million are needed for the protection of the work- 
ing population of our vital target areas, of which half must be 
found by the states. The federal government is authorized to sup- 
ply only matching funds for shelter program purposes. States are 
now busy surveying precisely how many people can be sheltered 
where, and how these areas can best be strengthened. 

So far the amount appropriated for civil defense is tragically 
insuficient. Out of a total of $535 million of federal funds origi- 
nally requested, Congress has granted only $75 million. It is 
evident that more than enough funds for civil defense will never 


be forthcoming. Realistically, CD points out that the protection 
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Effects of an Atomic Explosion 


An exploding atomic bomb generates terrific 
temperatures and a violent pressure wave. This 
blast is withstood by earthquake resistant con- 
struction at distances of half a mile, but will 
still damage houses at more than 2 mi. There 
is an initial abrupt rise in pressure which falls 
to zero in approximately one second, after which 
a much less intense suction phase occurs, lasting 
for several seconds. 

Effect of such a pressure wave on a building is 
equivalent to a heavy blow (of the order of 50 
p.s.i. immediately below a 2,000’ high air-burst) 
followed by a steady pressure—in effect, a giant 
squeeze—on all sides and the roof of the build- 


inflammable materials. 


away from the point of detonation. This drag 
force decreases to zero, and is succeeded by a 
steady force in the opposite direction during the 
suction phase. 

Nuclear radiations have no permanent effect on 
buildings, but are deadly to exposed persons; 
even at 3,000’ they will prove fatal to about 50% 
of people protected by 12” of concrete. 

Thermal radiations (flash heat) are less harm- 
ful to human beings but can set fire to highly 
Greatest danger comes 
from fires spread by secondary effects such as 
the scattering of furnace and kitchen fires, the 
shorting of electrical circuits and the disruption 


Whether the building is flattened or not by the se- 
quence of forces of an atomic explosion will de- 
pend upon the strength of the structure and the 
number of openings in it which can relieve biast 
pressure. Window glass will break and frag- 
ments become dangerous missiles. Curtain 
walls and partitions will be dislodged and thrown 
about. The frame of the building may be dis- 
torted or may collapse, and there is the likeli- 
hood of fire. 

Ability to resist lateral forces, to accept plastic 
deformation and to withstand fire are the most 
important criteria for structural adequacy in an 
atomic attack. In addition, there must be suffi- 








ing. After the shock front has passed there re- 
mains a drag force of following winds directed 


Shielding effect of concrete 
on radiation danger 
from an atomic explosion. 





of our growing population will be largely a matter of local initia- 
tive in which architects and engineers have the challenging respon- 
sibility of 1) assuring that the slender funds available are used 
to provide the greatest degree of protection where it is most 
needed and 2) seeing to it that wherever possible protective cores 


are provided in all new buildings. 


CD’s yardstick for gauging the safety of existing shel- 
ter areas is already in use by 30 cities 

In formulating this shelter program a number of assumptions 
were made: that the enemy’s chief weapon would be the atomic 
bomb; that the most likely targets would be the concentrated areas 
of our large cities to cause the maximum disruption of our national 
economy; that the greatest warning time before an attack would 
be 5 mins.:; and that there would be no general evacuation of our 
cities, 

Thirty cities are already preparing a Master Shelter Plan along 
the lines suggested by the Shelter Division. They are making a 
block-by-block census of maximum population densities and a 
survey of the shelter available in each building. The results are 
tabulated and preliminary engineering studies made as to the most 
effective modifications that might be made to existing buildings 


wth an estimate of the costs and materials required. 


CD classifies building types by their ability to with- 
stand atomic blast: 


Group A—l. 
2. Reinforced concrete framed 


Steel framed 


Semiframed (steel or reinforced concrete ) 


Group B 
1. Masonry wall bearing 
5. Wood frame (masonry or wood or other cov- 
ering ) 


6. Other types of construction 
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of gas pipes, all acting on the mass of com- 
bustible materials splintered by the blast. 


Comparative resistance 
of standard-type buildings 
against atomic explosion, 


cient material thickness to protect personnel 
against deadly nuclear radiations. 





In group A buildings, potential shelter areas are selected in 
each of the basement and the sub-basement (if any) and in each 
story except the top three, while in group B buildings potential 
shelters are selected only in the basement. To satisfy CD standards, 
a shelter area should have the maximum amount of dense material 
between it and the outside of the building and should be the largest 
area which meets the greatest number of these characteristics, 
listed in order of importance: 

1. It should be in a part of the building which is structurally 


compact with close spacing of columns and short span floor beams. 


2. The area should be out of direct line with doors and hallways 
having outside exposure. 

3. It should be free of glass, heavy lighting fixtures or anything 
that might be thrown about by blast. 

1. It should have at least one interior stairway—-one not adjoin- 
ing an outer wall. 

5. It should contain no furnaces or boilers and no large steam, 
water or gas pipes. 

6. The ceilings should not be of the suspended type. 


7. The floor directly above should not have unusually heavy con- 
centrated loads. 
8. The area should be as free as possible of furniture or other 
heavy materials. 

Hardly any potential shelter areas will be found reasonably 
free from hazard without a certain amount of modification. CD 
therefore urges that building owners, architects and engineers co- 
operate with municipal authorities in making these specifications 
as quickly and effectively as possible. Far more people can be 
protected per dollar spent by upgrading potential shelter areas 
than by any new construction. Additional shelters can be provided 


later as required, and as more funds become available, 
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Protective exit shown by section and plan above is re- 
quired for basement shelters in wall bearing structures. 
Such an exit must jut out beyond the building line and 
be strong enough to withstand the collapse of the building, 


Protective core in a steel or reinforced concrete framed 
building. Shelter areas must be at least three floors from 
roof and be protected by 8” reinforced concrete walls 
against blast and flying debris. Interior blast walls should 
be designed to strengthen the structure against collapse. 


PROTECTIVE SLAB 


EXISTING FLOOR 






































At Hiroshima and Nagasaki CD engineers noted the 
resistance of various types of buildings to atomic blast: 


l. The strongest were reinforced concrete or heavy steel framed 
multistory buildings designed for earthquake resistance. These 
have continuous connections between all parts of the structure. 
Masonry curtain walls may be expected to fail. 

2. Next came industrial buildings with strongly braced continu- 
ous steel frames. The light coverings generally associated with 
these structures are likely to be blown away or broken, especially 
the brittle types such as corrugated asbestos sheeting. 

3. Strongly braced wooden frame houses that are relatively low 
and wide are quite strong, especially if diagonally sheathed. Large 
glass areas are vulnerable but in shattering may lessen the load 
on the frame. 

4. Light shed-type commercial structures with long spans, light 
columns and little lateral bracing have poor blast resistance. They 
are easily pushed over. 

5. Masonry wall-bearing structures are especially vulnerable to 
blast because of their lack of resistance and relatively low strength 
under lateral loads, 

6. Tall, light wood-frame buildings of the tenement pattern are 
very weak. Their lack of bracing in the walls makes them espe- 
cially vulnerable to blast and they are very susceptible to fire. 


CD gives first priority to strengthening shelter areas 
in existing buildings 

Heavy suspended ceilings and fixtures should be removed 
against the possibility of their being torn free by blast and be- 
coming dangerous missiles. Lighting fixtures should be compact 
and firmly attached to the ceiling. Steam or gas mains should be 
housed to minimize danger resulting from rupture. Large water 


pipes in basement shelters should be relocated or suitable drains 
provided to minimize the danger of flooding. 

Glass which could be blown into a shelter area should be re- 
placed with a soft fiberboard or plastic that would fail by tearing. 

Large utilities such as furnaces or electrical equipment should 
be closed off from a shelter area by a masonry or equivalent wall 
having a minimum fire rating of 2 hrs. 

Internal shelter areas can be protected by building reinforced 
concrete blast walls, the load of which is carried by building 
columns. Walls of plaster on metal lath with wood or metal studs 
can also offer reasonable protection. The blast wall should act 
as a thin beam spanning from column to column and should be 
stiffened at least every 20’ by an intersecting wall or column. 
Where the structural support is available it is desirable to span the 
blast wall in the short direction from floor to ceiling. 

Reinforced concrete blast walls give good protection and should 
also be designed to strengthen the entire structure by acting as very 
strong wind bracing. Attention should be given to the danger of 
overloading, and if that is a possibility the blast walls should be 
continued right down to the foundations, 

Partial blast walls 7’ high might be advantageous. Where limited 
space is available their construction would be easier, the opening 
above the wall would allow for blast equalization and the addi- 
tional weight on the columns would be smaller. Light metal screens 
should be secured between the top of the wall and the ceiling to 
stop flying missiles, while entrances should be strongly baffled. 

Basement shelters should be strong enough to withstand any 
debris load that may fall upon them. The roof of the shelter can 
be strengthened by placing intermediate supports beneath the floor 
members and thus making them capable of carrying greater loads 
on shorter spans. These intermediate supports can be supplied by 
beams mounted on column studs, partitions or masonry piers. 
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Protection of equipment. Industrial plants are 
extremely vulnerable to damage and vital equip- 
ment can best be protected individually. These 


pictures show how powerhouse equipment was 
protected in Germany during World War Il. They 
are taken from Damage Control in Wartime, pub- 
lished by National Industrial Conference Board, 
Inc., New York. 








Precast concrete frames (left) afford most pro- 
tection but %” steel roofing (above) can be used 
where there is danger of floors being overloaded. 
After a direct hit (right) machinery so protected 
remained undamaged. 


Protection of personnel. Among the precast per- 
sonnel shelters tested by the U. S. Navy at Eni- 
wetok Atoll these thin-shell ribbed panels bolted 
together to form a dome shelter proved the most 
efficient. Covered with 2’ of earth, they provide 
safe shelter 4% mile from point of burst. 
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In new construction CD engineers recommend princi- 
ples of earthquake resistant design against atomic blast 

Blast loads on a building are affected by the intensity of the 
shock wave, by the size and shape of the structure ard by its be- 
havior—that is, whether or not windows or wall panels will shat- 
ter and so relieve pressure. Moreover the very short duration of 
the intense initial loading means that its effect is considerably less 
than a similar permanent loading and it will frequently be neces- 
sary to consider plastic structural action. Most important, there 
should be no weak link in the structure which might permit collapse 
before other parts of the structure are brought to full capacity. 

In both Hiroshima and Nagasaki, buildings of earthquake resist- 
ant design proved the most stable under atomic attack. There- 
fore to increase blast resistance a procedure similar to seismic 
design is recommended. The complicated dynamic blast forces are 
replaced by equivalent lateral and vertical static loads that can be 
handled by customary analysis. 

Shelter Division engineers recommend that equivalent static 
forces of 90 p.s.f. of gross side area and vertical forces of 70 p.s.f. 
of roof area be applied to the structure. The floors and roof are 
treated like very deep beams loaded in the horizontal plane by the 
forces from the front walls and supported by bents or shear walls 
at intervals to transfer the lateral loads down to the foundations. 
Working stresses for wind loads may be used to calculate the neces- 
sary resistance. Structures designed for these loads are expected 
to have a reasonable chance of survival at distances over half a 
mile from a Nagasaki-type bomb and are estimated to add not 
more than 5% to the total cost. Buildings could be designed for 
even greater resistance to blast but this would require so much 
material as to be impracticable in most cases. In every question 
relating to building for defense we have to balance our secu- 


(Continued on page 176) 
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FOUR-STORY HIGH SCHOOL: site ptonning conceals its bul 


floor planning makes its operation easy for students and staff 
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A four-story school is usually bulky to look at, tiring to 
climb and difficult to administer. But not this one. It cleverly 
uses a slope down from the street to conceal its bulk. It 
bridges the slope with an entry walk to the second floor, mak- 
ing it unnecessary for students to climb more than two flights 
of stairs. And it distributes its four grades one to a floor, 
simplifying the administration and circulation problem. Thus 
it is actually four one-story schools stacked on top of each 
other. 

To accommodate an immediate enrollment of 1,200 and 
provide for expansion to 1,600, the architects were forced 
to build their central classroom wing vertically. (A sprawl- 
ing one- or two-story building would have overcrowded the 
17-acre site.) Faced with this fact, the architects took elabo- 
rate pains to give their four-story school many of the advan- 
tages of today’s popular low-lying schools: 


> Just as the facade was reduced in apparent height, so the 
rear was made to appear only three stories high—by setting 
the narrow (42’-1014”) top floor back from the face of the 
67’-9” wide building. 


> Direct access is provided to both of the two lower floors. 
At the front, the entry “bridge” to the second floor is supple- 
mented by an entry walk which follows the slope down to the 
first floor level. At the rear two entries to the ground floor 
are supplemented by a ramp leading from the playing field 
up to the second floor gym. 


> Vertical circulation is minimized and easily controlled. 
Each floor is a one-grade school in. itself—complete with 
administrative office, Stairs are relegated to the ends of the 
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classroom wing. All wings (except the library wing) connect 
with the second floor. The library connects on the third floor 
level and is supplemented by reading rooms on the other 


floors—connected by a book lift. 


> Special use rooms are removed from the main classroom 
wing—connected by buffer zones to minimize noise transfer. 
To the front, easily accessible from the street, is an open-air 
assembly area (later to be covered with an auditorium) and 
the convent chapel wing connected to the classroom wing by 
the library. Projecting to the rear is the multipurpose room 
at one end and the cafeteria and gym at the other. Archi- 
tecturally this has resulted in a well “articulated” building 
mass—-one in which the different uses show clearly and are 


easy to “read.” 


> Classrooms are square in plan—an ideal shape seldom seen 
in high schools—to decrease the length of corridors and the 
expensive perimeter. To bring all possible daylight into the 
deeper rooms the architects will use directional glass block 


over vision strips. 


> Top lighting is achieved in the gym where s«ylights and 
prestressed concrete beams form the entire roof. Plastic roof 
domes in dressing rooms and showers carry out top-lighting 


scheme in supplementary areas. 


> Bad weather outside playing areas are provided by open 


ground floor space under special use wings. 


> Expansion will be easy with eventual enlargements already ~ 


planned to extend the classroom stem and build an audi- 
torium over the intial open-air assembly area. 
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only three stories high due to a one-story drop in 
site. Main entrance is at second floor level of 
classroom “stem.” Special use rooms (gym, chapel, 


etc.) are housed in wings. 
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Four one-story schools 


In the main classroom stem, each floor houses one grade, starting 


with the ninth grade on the ground floor and going up to the 12th 
rade on the fourth floor. Horizontal trafic on each floor is thus 
limited to students of a single grade (about 300). Moreover vertical 
trafic is divided between two sets of stairs, one at either end of the 
floor where it will least interfere with study. 

Each floor is administered separately from its own administration 
room connected to the central administration area (next to the street 
entrance) by an intercommunication system. 

Even when it comes to getting books the students need not leave 
their own floor—each floor has a satellite reading room supplied 
by book lift from the central library, which is in a separate wing on 


the third floor. 


Four special use wings 


The detailed organization of the plan is evident in the location of 
the four special use wings. Gym, cafeteria, chapel, library and multi- 
purpose room as well as the open-air assembly are placed at the ends 
of the main stem near the stairs to reduce traffic through the classroom 
areas, and are separated from the main stem by sheltered walkways 
and vestibules which serve as sound buffers. 

Parts of the school which will be used by the community are 
quickly accessible from the street. Central administration offices are 
just inside the main doorway. Both the chapel and library are on the 
street side—accessibility coupled with traffic noises was apparently 
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preferred to privacy coupled with the noise of children on the playing 
fields at the rear of the building. 


Costs 
The 2.5 million cu. ft. school plant will cost an estimated $3 million 
$1.20 per cu. ft., $2,500 per pupil, or $83,000 per classroom. One 
reason for the higher-than-average cost per pupil is that central facili- 
ties are already in place for the future enlarged enrollment. There is 
also a generous use of space in lobbies and in the vestibules connect- 
ing the various wings as well as such luxuries as semiprivate dress- 
ing compartments in the gym shower rooms. 

Where students’ welfare was not involved, every effort was made 
to keep costs down. To help their clients thoroughly understand the 
proposed design and to permit contractors to bid the job closely, the 
architects not only prepared extensive detail drawings and specifica- 
tions but also took off the quantities of materials, equipment and 
furniture required. In some cases several alternate methods of con- 
struction were offered for bid. In the case of floor structure, for 
example, the four types listed below were let out for bid and the one 
with the lowest cost and fewest disadvantages will be selected. 

Cost Estimate 

$1.45 per sq. ft. 
$1.10 per sq. ft. 
$1.55 per sq. ft. 
$1.40 per sq. ft. 


Structure 

Solid slab 

20” metal pan 

18” x 12” tile filler 
12” x 12” tile filler 
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Exterior wall of each clossroom has a glass block 
panel over a vision strip. Rooms facing south also 


have sloped ceihings. 


























Square classrooms require minimum of expensive 
perimeter wall. Glazed area above storage parti- 


tions admits natural light to corridors. 


FLUORESCENT LIGHTING FIXTURES 







































































LIGHTWEIGHT CONCRETE BLOCK | CABINETS 


Side-lighted classrooms 


To keep the length of the classroom stem from becoming too | 
(it now measures 390’) and get a maximum number of rooms per 
foot of exterior wall, classrooms are square (24 x 25’-3”’) in plan— 
an ideal shape according to many educators. 

Chief problem of such a room shape, of course, is daylighting, and 
the architects solved it by using light-refracting glass block between 
the 2’-6” vision strip and the ceiling. Light through the glass block 
is redirected toward the ceiling to get maximum illumination to the 
interior wall. The hung plaster ceiling was sloped from a height of 
11’-9” at the windows to 10’-6” at the corridor partition to bounce 
back the redirected light to desks. [But this effect of sloped ceilings 
is usually overrated—Ed.] On the first three floors, corridors borroy 
natural light from the classooms through glazed areas above cabinets 





and lockers which form the corridor partitions. Fourth-floor rooms 
are bilaterally lighted with the aid of a south clerestory over the cor 
ridor. (See section through classroom wing at top of page). 

Rows of hung fluorescent fixtures parallel to the windows supple 


ment natural light in all rooms. 


Top-lighted gym 
The top lighting of the gym has exciting possibilities. To simulate 
outdoor light the architects have made the entire roof the light souree 
it consists of skylight strips alternating with prestressed concrete 
beams. (These span the short way of the 94’ x 110’ gym; they are # 
wide at the flange and 5’ deep.) To kill the striped effect the archi 
tects have hit on a handsome light diffusing medium. Under the roof 
they will hang an egg-crate baffle consisting of glass fiber curtains # 
deep suspended on frames, so that the eye will see a shimmering soft 
web up above. At night fluorescent lights hung below the web will 
produce a comparable effect. 

Sound control is helped by affixing acoustical tile to the exposed 
webs of the prestressed beams. 

Shower rooms and semicompartmented dressing space located om 
both sides of the gym vestibule are top lighted through plastic domes 
set in the roof. 

To make the much-used gym playing floor do double duty, aa 
electrically operated curtain can divide the playing area in half. 

The ground floor of the gym wing contains the cafeteria which cam 
serve 20-25 students per minute. A feature here is a continuous cot 
veyor belt system on which students place used trays: the belt carries 


the utensils directly to the dishwashing area. 


Plans for expansion 


When enrollment reaches 1,600, the class stem unit will be extended 
westward to enclose the convent courtyard. Music and dramatic arts 
programs will get another floor over the two-story east wing. 
Student assemblies (to be held at first in the gym) will get @ 
separate auditorium large enough to seat the entire student body 
in the area now designated for open-air assembly. The initial opem” 





air stage will provide part of the foundation. 
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Prestressed concrete girders span 
ning 94'-wide gym roof support 
skylights. To diffuse the direct 
sunlight, plans call for an egg- 
crate arrangement of 4 glass fiber 
curtains suspended from girder 


webs. Skylights hear on edge s of 


girders’ upper flanges, leaving 


middle of the flanges for storm 


drainage gutters. 


Future expansion plans envision 
j ; 

a third floor addeé d to east wing 

uuditorium 6 ver open-all 

fo per 


body 




































NINE TOP SCHOOLS: 


winners in two competitions 


feature wide variety of contemporary design 


Long recognized by the architectural press, the merits of contemporary school 
design have finally come into their own. Guided by a jury of experts,* 
School Executive, magazine for school officialdom, in its first competition for 
Better School Design awarded all five prizes and most of its honorable men- 
tions to schools of modern architecture. And this broad decision was echoed 
in the awards made in another competition sponsored jointly by the equally 
conservative American Association of School Administrators and AIA. 

Concerning today’s contemporary schools in general, School Executive's 
jury commented: “This competition demonstrates that school buildings can 
be designed from the inside out, and that program requirements need not be 
fitted—-somehow— into some stereotyped building form, as has been the case 
so often in the past. Most of these buildings evolve in a natural way as the 
result of a logical interpretation of the educational program in terms of site, 
space, structure, materials and equipment.” 

Other excerpts from the jury’s comments caption each photograph. 
* Architects Morris Ketchum Jr., Robert Hutchins, Walter Kilham Jr., Ray L. Hamon, 
chief of the School Housing Section of the U. S. Office of Education, and Benjamin C. Wil- 


lis, superintendent of schools in Buffalo. 
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MIRA VISTA ELEMENTARY SCHOOL, East Richmond 
Heights, Calif. John Carl Warnecke, Architect. “Location 
of administrative and special purpose rooms with their road- 





NEW BANGOR ELEMENTARY SCHOOL, Bangor, Me. Eaton 
W. Tarbell & Associates, Architects. “Another outstand- 
ing example of good regional architecture based on a 
skillful use of natural materials and appropriate colors used. 
with a fine sense of scale and proportion. In plan, several 
wings are grouped together to form open courtyards that are 
partially sheltered against winter winds and snowdrifts. This 
school’s outstanding achievement is its warm and friendly 
character.” (Scheduled for detailed presentation, AF, 
May °52.) 


Rondal lartridue 


















ways and parking areas on the comparatively flat entrance 
level and the skillful and bold handling of the classroom 
wings and their connecting walkways on the steep hillside 
above both prove the designer's ability to take full advan- 
tage of difficult site conditions. School and site blend in a 
charmingly romantic composition.” (June issue °51, p. 185.) 


LIDO BEACH SCHOOL, Long Beach, Long Island, N. Y. 
Reisner & Urbahn, Architects. “This combined elementary- 
junior high school is a superlative exercise in space composi- 
tion by a plan which spreads out in a series of well related 
wings and courtyards. This school shows some noteworthy 
advances, particuiarly in a logical use of plastic skylights 
and in the choice of such easily maintained exterior ma- 
terials as aluminum sash and porcelain enamel panels.” 
(Dec. issue ’51, p. 172.) 

























ROSEDALE ROAD SCHOOL, Yonkers, N. Y. Edward Fleagle, 
Architect. “The centralized location of administrative and 
specialized rooms, which permits expansion of either class- 
room wing, is noteworthy. The building is also well related 
to its sloping site. Space, structure, materials and equip- 
ment are all competently handled. Indoors and out, the 
building has a nice residential character.” 
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WILL ROGERS ELEMENTARY SCHOOL, Stillwater, Okla. 
Caudill, Rowlett, Scott & Associates, Architects. “The ex- 
cellent regional character of this elementary school has 
been achieved by careful attention to climate control. The 
entire solution is based on careful preliminary studies of 


ventilation, lighting and acoustics. Overhanging roofs shel- 
ter classrooms and open play areas against excess sunlight, 
heat and glare. Its dignity, honesty and simplicity have been 
achieved at minimum cost.” (AF, Jan. 52, p. 144.) 













































Partridge; Hedrich Blessing; 



















AASA-AIA AWARDS, selected from a field of contestants which only 
partially overlapped School Executive’s, duplicated the magazine's in 


only one case: the Stillwater, Okla. building by architects Caudill, 
Rowlett, Scott & Associates (left above). The four other winners are 
shown above.(top to bottom): Senior High School, Oak Ridge, Tenn. 
Skidmore, Owings & Merrill, Architects; Lee Elementary School, 
Manhattan, Kan., F. O. Wolfenbarger, Architect; Sunshine School, 
Fresno, Calif., David H. Horn & M. D. Mortland, Associate Archi- 
tects (a detailed picture taken of this school will appear in a subse- 
quent issue); Clayton High School, Clayton, Mo., William B. Ittner, 
Inc., Architects-Engincers. 





















Millinery store. General illumination of 125 foot-candles 
is provided by the luminous ceiling consisting of transluscent 
corrugated plastic hung 18” below rows of fluorescent tubes 
spaced 18” on centers. Accent lighting of 200 foot-candles 
is supplied by 40-watt louvered incandescent down lights 
mounted flush with the ceiling. Vertical perforated acous- 
tical baffles divide the ceiling into 36” strips. Harry L. 
Nicol, General Electric Supply Corp., and Larry R. Nall, 
Detroit Edison Co., Detroit, Mich. 


Elmer L. Astleford 















Library lobby. Flush ceiling troffers spaced alternately 4 
and 5' on centers and containing 40-watt, 60” fluorescent 
tubes are supplemented by similar lamps in the cove around 
the circulation desk. Directed toward the ceiling, the cove 





H lights reduce somewhat the brightness contrast between 
the ceiling and the troffers—the bugaboo of all troffer ceil- 
ings. With the aid of the off-white acoustic ceiling tile (69% 
reflectance), the lighting design produces 48 foot-candles 
of general illumination in the lobby, 30 foot-candles at the 
counter. Brightness readings: ceiling, 5.4 foot-lamberts: 
edge of cove, 4 to 6.8 foot-lamberts. Leonard H. Gussow: 
Harley, Ellington & Day, Inc.; Detroit, Mich. 


L | G H Tl N G competition spotlights new trends: 


combination of light sources, more plastics, 


higher voltages, easier maintenance 


Selected from 330 entries in the fourth annual competition of the International 
Lighting Exposition, these photographs illustrate six highly successful meth- 
ods of lighting six widely different kinds of buildings, ranging from a textile 
plant to a shooting gallery. All of them winners but not necessarily prize 
winners, they were picked by Forum editors as those which combine good 
lighting with good architecture—a limited classification in a competition 
open to electrical contractors, utility companies, equipment salesmen, as well 
as architects and consulting engineers, and including such miscellaneous sub- 
jects as street lighting, airport beacons and floodlighting. 

As significant as the individual designs shown on these pages are the light- 
ing trends observed by the jury in its study of all the entries: 
> Toward an increasing use of luminous ceilings of plastics and glass 
> Toward the combination of light sources: incandescent and fluorescent 
> Toward more geometric lighting patterns integrated with the architecture 
> Toward the use of special lighting equipment to solve particular problems 
> Toward easier maintenance of lighting equipment 
> Toward higher voltages — particularly in fluorescent installations 


> Toward better quality, higher intensity lighting ; 
The $2,500 contest was sponsored by the Industrial and Commercial Light- 4 


ing Division of the National Electrical Manufacturers Assn. Winners will be 
announced May 5 at the Exposition in Cleveland. 








E. Irving Blomstronn 


Art gallery, measuring 32’ x 60’ with a 12’ ceiling, is 
lighted by 30 fluorescent fixtures with four 40-watt, 48” 
tubes each. The tubes are controlled in pairs to permit light- 
ing of the walls or the central area of the room, or both. 
Fixtures are modified with a central vertical baffle of metal 
and the two outside tubes are covered with clear glass 
while the inside tubes (used only for light displays in the 
center of the room) are shielded with ground glass to re- 
duce glare. Illumination of paintings is 20 foot-candles with 
only the two outside rows of lights on, 32 foot-candles with 
all lights on. Brightness: 30 and 34.7 foot-lamberts, respec- 
tively. Delbert K. Perry, architect, New Britain, Conn. 
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School gymnasium uses three types of incandescent lamps to light 
the 94’ square area. Over the playing floor 27 high-intensity (750- 
watt) fixtures mounted 20’ above the floor and spaced 10’ x 17’ 
deliver 16-28 foot-candles—an average of 24 foot-candles without 
shadows. Each spectator section is lighted to 7-8 foot-candles by 
a row of four 330-watt fixtures which serve mainly to cut down 
brightness contrast. Each back board is illuminated to 35 foot- 
candles by 300-watt ceiling hung spots . Joseph E. Baker (archi- 
tect) and C, W. Paine. Ohio Power Co., Crooksville, Ohio. 


Studio 
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Rifle range. In the modernization of this room 
for a rifle and revolver club, a carefully devised 
combination of light sources resulted in higher 
scores for experts and beginners alike. On the 
firing line, 16 indirect 500-watt incandescent fix- 
tures suspended 3’ from the 15° ceiling provide 


10 foot-candles. Over the range four rows of two- 


lamp fluorescent fixtures produce 60 foot-candles, 


They are angled at 45° toward the targets and 
three of them are shielded from the firing line by 
an inclined baffle (see photo). Targets are il- 
luminated to 130 foot-candles by two rows of 
seven 300-watt incandescent floods—one row on 
the floor, the other hung from the ceiling both 
5’ from the targets. Result: marksmen at the fir- 
ing line 50’ away can see .22 caliber bullet holes 
in the targets with the normal unaided eye. 
Robert G. Watkins (utility man), Detroit Edison 
Co., Detroit. Mich. 


Lavoy Studio 


Textile plant is comfortably and efficiently lighted 
with rows of fluorescent fixtures (two 40-watt 
tubes with provision for a third) on II’ centers 
and 16' above the floor hung perpendicular to the 
rows of winding machinery. An average of 40 
foot-candles is delivered to the work surface. 
Shadows, glare and gloom are practically non- 
existent. (Previously the room was inadequately 
lighted by two-tube individual units hung 7'-6" 
above the floor and about 11' apart parallel to the 
winding machinery.) R.M. Person (distributor), 
Mill-Power & Supply Co., Charlotte. N. C. 











BETTER MASONRY WALLS 





MIT’s construction experts analyze the oldest form of construction, 


recommend eight ways to make it meet modern standards of appearance, 


“Those March winds drove the rain 
right into our new warehouse as if 
its block walls were cheesecloth.” 

“Within six months after we moved 
into our new branch office building, 
we had to recall the mason contractor 
to patch up the brickwork.” 

“Our stone library walls looked fine 
when they were finished, but you 
should see them now!” 


Such laments are typical of the continual 
chorus of complaint inspired by faulty ma- 
sonry wall construction. Unfortunately, 
too many architects and builders think of 
a masonry wall simply as so many small 
units laid one on top of another. This 
explains why too many walls crack and 
leak. 

Building a presentable, durable, weather- 
tight masonry wall is a complicated opera- 
tion whose success depends on many factors 

some controlled by the architect, some 
by the builder. Here is my philosophy of 
good masonry construction: 

1. Study the frame in connection with 
the masonry wall and eliminate all re- 
straints which may cause joint failure. 

2. Analyze the characteristics of hollow 
backup units, particularly their dimen- 
*This article is based on a paper delivered by 
Professor Voss, Head of MIT’s Department of 
Building Engineering and Construction, before 


a recent meeting of architects and contractors 
at Birmingham, Ala. 





sional stability, and construct the wall to 
minimize shrinkage of the masonry. 

3. Choose, if possible, masonry units 
with an absorption of 4% to 10% for face- 
work and not to exceed 15% for backup. 
Units with higher absorption rates should 
be controlled by uniform wetting. 

4. Select a mortar which is not too rigid 
and has characteristics of reconstitution 
and reasonable elasticity. Know the com- 
position of the cement, 

5. Insist upon delivery of dry units; 
keep them in dry storage; lay them dry 
(unless their high absorption rate requires 
that they be laid wet); and protect them 
after laying. 

6. Use a dense joint forced back against 
the brickwork after initial shrinkage has 
taken place. Never point wet mortar; 
strike only when it is thumbprint hard. 

7. Avoid excessively acid cleaning 
washes—preferably use none at all. Clean 
with plain water or ordinary soap powder 
and water, removing all fins and mortar 
blotches with a stick and fiber brush. 

8. Study the effects of thermal and wet- 
ting expansion and contraction to free the 
wall from excessive restraints so it may 
move without serious stresses. Let the wall 


float—flexibly restrained but not clamped. 


Walls of various kinds present different 
problems. Bearing walls are always more 
weatherproof than curtain or panel walls 
of the same detail, simply because their 
heaviet dead loads produce more intimate 


Masonry wall ruptures due to thermal expansion of the frame 
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strength and weather protection—an article by Professor Walter C. Voss* 


contact between the masonry units and the 
mortar. In high buildings the design of 
curtain walls is complicated by the elastic 
consolidation and lateral forces imposed 
by this type of structure. This requires 
very careful consideration of the movement 
characteristics and the construction details 
at interruptions in the envelope. 

While use of the continuous frame per- 
mits construction economies, improper de- 
tailing may raise maintenance costs and 
cause eventual cracks and leakage. Rea- 
son: continuous frames are more likely to 
transfer stresses over greater distances than 
simple frames. 

Because wood framing of simple spans 
is not bonded to the masonry and there- 
fore allows movement without excessive 
stress, it creates little displacement of the 
masonry. Wall-supported structural steel 
and precast reinforced concrete frames be- 
have similarly except that bond is usually 


present and refers movements to the walls. 


Types of walls. Research has proved that 
weather tightness of a wall increases with 
the number of continuous vertical mortar 
barriers or withes between the wall’s two 
faces. A single vertical mortar withe will 
increase weather resistance as much as six 
times. A solid 8” brick wall has no such 
mortar barrier—headers extend through 
the wall. To create a continuous internal 
mortar barrier in an 8" wall, many archi- 
tects specify full stretcher or clipped header 
courses bonded with galvanized ties. Such 
walls have given excellent weatherproofing 
results while many header-bonded walls 
have failed. The usual 12” solid brick 
wall or the wall of 8” solid brick backup 
faced with 4” ashlar also provides a single 
continuous vertical mortar barrier. If the 
header bond courses of the backup are 
properly spaced to occur between the hori- 
zontal joints of the facing brick or ashlar. 
even greater protection is afforded. 
Where hollow backup units are specified. 
we are confronted with an even more com- 
plex and troublesome problem. Most units 
now available have faults from the point of 
view of weather tightness and these must be 
overcome in construction. Hollow backup 


units are usually laid with their walls 


(Continued on page 184) 
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AREA ILLUMINATION by Smithcraft is a com- 
pletely new approach to overall lighting. It 
permits the architect unparalleled ‘‘freedom of 





expression” in the integrating of lighting within 
interior design. In effect, AREA ILLUMINATION 
is a lighting system which when installed be- 
comes a lighting ‘‘fixture"’ of limitless dimensions 
and patterns, with an endless choice of shield- 
ing media. Here is a ‘“‘fixture’’ which is not 
“‘custom-built"’ to each installation, yet permits 
selection of varied lighting intensities with any 
method of shielding. Its cost is comparable to 
that of a suspended ceiling and troffer system 

. its simplicity of installation and ease of 
maintenance are entirely new developments in 
overall lighting. 


Smithenaft 
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INTENSITY 
SHIELDING 
PERIPHERY 


... and more... 


it's ECONOMICAL, EFFICIENT 
and extremely EASY T0 INSTALL! 
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Commercial building needs credit 





From now on credit, rather than materials, will dete,. 
mine the volume of commercial building. The prospect of 
more steel, aluminum and copper does not, therefore, mean a marked 
recovery from the present slump in commercial building. 

Even if materials controls are substantially eased as promised by 
NPA, credit control 
And Regulation X is tough on commercial building 


the Federal Reserve Board’s Regulation X— 
will remain. 
limiting the loan to 50% of value. Federal Reserve says this is no 
as tough as it sounds since the regulation permits the loan to be based 
on capitalization-type appraisal under which the loan might be much 
more than 50% of the investment. Owners and promoters, however, 
complain that lenders are conservative in their appraisals and rarely 
go over half of replacement cost. The result is often an equity require. 
ment of 50° or more. 

Anyone who has ever arranged the financing of a commercial strug 
ture knows what a rare bird 50% equity is. It is a fit inmate for, 
financial zoo; it certainly doesn’t run around loose. Efforts to evade 


the regulation by sale-lease-back deals or by financing on other thay | 


mortgage security are no avail. Such transactions, if not hooked by 
Regulation X, are netted by the Voluntary Credit Restraint Program 
There is no legitimate escape. 

Yet up till now there is no indication that credit relaxation is being 


considered. 


Commercial building has been hit harder than many 
realize. 
buildings, loft buildings, stores, restaurants and garages 


Because commercial building activity—-warehouses, office 
came through 
1951 with a slight gain over 1950, many believe this kind of building 
has not been severely hurt by controls. 

The facts prove otherwise. Item: the gain was made almost wholly 
in the early part of the year; the last six months of 1951 showed 
steadily growing declines from the corresponding months of the year 
before. Item: the decline became much sharper after NPA‘s-very rigid 
restraints on new commercial building starts for the last quarter d 
1951 and the first half of 1952. Item: most commercial building tha 
did go ahead in 1951 had had its financing arranged before Regulatio 
X had been imposed and before the end of the easy money days lat 
March. Item: for the first two months of 1952, commercial building 
activity was running more than a third behind the volume for th 
same period a year ago. (Only recreational and amusement building 

almost entirely banned by NPA—has been hit harder.) 


—— 





Five good reasons for relaxing credit control o 
commercial building activity: 


1. From now on the duration and seriousness of the preset! 
slump in commercial building will be determined mainly by th 
availability of sufficient credit to make financing feasible. 


2. there is little prospect that construction activity in 1952 wil 
be inflationary. On the contrary, it will probably be deflationary 


with an unavoidable slump in commercial building. 


3. Because of the long time lag between decision to build one 
actual expenditure, an early relaxation of credit is needed to pre 
vent the slump in commercial building from continuing and per 
haps becoming more serious in 1953. 


4. commercial activity since World War Il has lagged behind 
its historical relationship to total building and to the economy ® 
a whole. Credit relief is needed to prevent further distortion. 


5. Credit control discriminates against commercial building * 
favor of industrial building, even though commercial is behint 
demand while the industrial may be reaching saturation. 
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While commercial building has historically taken more of the total private 
building dollar than industrial building—except during war periods—today 


the reverse is true. 


Outlook for the year is for a volume of commercial activity no more 
than 60% of last year’s total. And even if credit relaxation should be 
added to the easing of materials controls, the result would not be 
greatly different. It takes almost as long to get ready to build a com- 
mercial building as it does to build it. Land acquisition, architectural 
and engineering. plans, financing negotiations, permits and so forth 
consume months. Aside from the 1,000-odd projects awaiting NPA 
approval at the middle of March, it is doubtful that many additional 
projects, except those of a very small] size, could be started during 
1952. A 1952 commercial building slump is a certainty. 


There is nothing inflationary in the construction outlook 
to justify credit control of commercial building. Regulation 
X has only two reasons for being: 1) to help conserve critical materials 
and 2) to help restrain inflation. The first, on the basis of NPA’s 
own actions, no longer is important. The question of inflation alone 
remains. 

The probability of renewed inflation in 1952 has fewer supporters 
than only a few months ago. On the contrary, the prophets of economic 
relapse are becoming more and more vocal. Without engaging in this 
broader speculation, there is nothing to suggest that construction itself 
can raise much of an inflationary wind during 1952. Here are the 
portents. in addition to the slump in commercial building: 

1. Total volume of construction—private plus public—will at best 
fall short of 1951. 

2. Military construction is running behind expectations. 

3. Local public works programs are generally lagging and cannot 
be rapidly increased for the same reasons that commercial building 
cannot be rapidly stepped up. 

4. Private residential building at best will fall short of last year. 

5. Industrial building will peak sometime in the third quarter. 

All along the line there are signs of weakness, in relation either to 
what was built last year, or to what was expected this year, or both. 
No inflationary dangers lurk in these shadows. Instead, there is more 
than a little risk that the decline in private activity may become more 
serious in 1953, as a drop in industrial building is added to that in 
commercial activity. 

The best offset to the inevitable slowing down of industrial work 
would be an increase in commercial building. But many plans for 
commercial building will be deferred so long as the prospects of 
feasible financing terms are slight. Thus responsibility for risking a 
building slump is on the managers of Regulation X. 


(Continued on page 168) 
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a complete fluorescent lighting 


SHIELDING 


PERIPHERY 


— and more 
it's ECONOMICAL, EFFICIENT 
and extremely EASY to INSTALL! 
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Commercial building needs credit relief 





—_—.. 


Commercial building has been running behind its his. 
torical relationship to other trends. The desirability of ep. 
couraging commercial building rests on other grounds than that of 
furnishing a temporary stabilizing mechanism. Since the end of Worl 
War II, commercial building has been running behind its historical 
relationships to industrial building, total private building and gross 
national product. 

In the past, industrial building has usually played second fiddle to 
commercial building except in war years. For every five-year period 
since 1920—the first year for which records are available—commercig] 
has run ahead of industrial except during the war years and for the 
period after World War IL. In the latter years, relationships wer 
reversed. The graph (p. 167) points up this story: 

1. After World War I, commercial was usually ahead of industrial, 
Since World War II, it has been ahead only two years out of six. 

2. Since 1946, commercial building has been lower in proportion 
to total private activity than the average of any five-year peacetime 
period after 1920. Industrial building has kept pace better. 

3. Since 1946, commercial building has not been much greater than 
it was in the high building years 1925—29, when population and national 
income were both much smaller than now. In terms of physical volume, 
commercial building since the war has averaged about half that of 
the 1925—29 period. 

Compared with the gross national product in the two postwar periods, 
the contrast is even more striking. During the first half of the 1920s, 
commercial building averaged 0.8% of the average gross national 
product. During the second half of that decade, the ratio rose to 1.1%, 
For the five years 1949-50, however, commercial building averaged 
slightly over 0.4% of the national product. 

It is clear then that, even in the time of the easy money market 
between 1946 and the Korean outbreak, commercial building did not! 
keep pace with the growth of the economy. A change in Regulation 
would help to prevent the lag from becoming more serious. 


Regulation X is unduly discriminatory against commer 
cial building. As an example of “selective control,” Regulation i 
permits a few officials to substitute their judgment for that of the 
market as to what types of activity are most beneficial. 

So long as the whole community is generally agreed on the objec 
tives—that, in dire emergency, materials must be conserved for defen 
purposes and that consequently, industrial building to provide fa 
defense needs may be more essential than commercial construction 
such an official judgment will be tolerable. However, when the problem 
of distributing materials no longer exists, when the nation’s industrial 
capacity has been brought to the required level, and when the contrd 
of inflation remains the whole consideration, the discrimination & 
between one type of demand and another no longer is reasonable @ 
desirable. 

If, amid a free market for materials, inflation should still prove! 
be a threat, then the measures to be taken should be those of gener 
applicability, which affect the whole demand for credit, but leat 
individual claimants in their normal competitive positions. In par 
ticular, little justification can be made of a policy which holds bad 
commercial building, which is already seriously lagging, and cot 
tinues to give free rein to industrial building, which may be threatened 
with overexpansion. 

For this, if for no other reason, the grip of Regulation X on com 
mercial building should be eased. The reluctance of the Federd 
Reserve Board to let go altogether is understandable in view of th 
serious problems of debt management that may lie ahead. Neverthe 
less, caution may be overdone. A relaxation to permit a two-thiré 
loan-to-value ratio in place of the present one-half would bring Regt 
lation X into line with the Voluntary Credit Restraint Program. ! 
would still exercise restraint on purely speculative ventures, but? 
would let needed sound projects get under way. The time is over-tif 


for such a move. 
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La WRITE FOR DETAIL DRAWINGS 
SS > The purpose of recent research and investi- 
gation by Anaconda building specialists has 
been to develop methods of using a minimum 
of sheet copper for maximum results in 
the protection of buildings from weather. 
This work has resulted in a series: of 
drawings which show suggested detail 
of new applications and improved 
methods for sheet metal work. These 
drawings, including the ones shown here, 
are available in a complete portfolio on 
814.” x 11” sheets convenient for filing. Send for 
your set now. Ask for Portfolio S. Just write to 
The American Brass Company, Waterbury 20, Conn. 
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Look at the flashing in this 
photograph. The pieces forming 
the counter flashing not only hang 
loosely, but are simply tucked into 
the mortar joints. As a result, the 
flashing offers little, if any, hin- 
drance to water penetration. 


Sound flashing of chimneys calls 
for a design that will intercept, 
and divert to the roof, water that 
has permeated the masonry. The 
drawing at the left illustrates a 
practical flashing method which is 
quickly and easily installed. Note 
that the cap flashing, extended 
through to the flue, will stop the 
downward flow of water which 
has been absorbed by the exposed 
masonry. Both the cap and base 
flashings can be readily fabricated 
in the shop so as to be available 
on the job when needed. a 


for better sheet metal 
work—use 


ANACONDA 
copper 





ARCHITECTURAL FORUM + APRIL 1952 














oe oe 


: 


iar | 


a + a ee Rw 8 ew - Ge 





} 
| 

















Engineered to 
Architects’ Specifications 


All Popular Functions 


Knob Styles ... 
in wrought or cast 
bronze or brass 


BY THE MAKERS OF THE ORIGINAL 
KEY-IN-THE-KNOB LOCK 


tee 
Selene 
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to reverse 
the hand 
on the 


Y , 
jlilemiaks 3 


heavy-duty lock 


In 4 simple operations, the 
cylinder of the new Russwin 
Stilemaker’’ lock can be 
reversed for a different hand of 
door. It takes less than a 
minute. No serious installation 
delays if hand of door 
has been changed 
When time is at a premium, 
this and other advantages of 
the ‘‘Stilemaker” lock count 
heavily in the architects’ favor 
Ask your Russwin Distributor 
for complete description of the 
advance-design ‘‘Stilemaker 
Russell & Erwin Division, The 
American Hardware Corp 


New Britain, Conn 











BUILDING FOR DEFENSE 





Continued from page 151) 


rity against cost and to use what limited labor and materials we 
have available so as to give the highest average protection per 
dollar spent, 

There is one basic difference between seismic design and blast 
design. For earthquake resistance, structures should be as light as 
possible since the forces involved increase generally with an in. 
crease in the weight of the structure. On the other hand, for blast 
resistance, mass is helpful. The over-all blast loads are propor. 
tional to the areas exposed and only those areas exposed to unbal- 
anced forces are affected. 

Shelter areas need special consideration. They will usually be 
sited in the central core of a multistory building and either exterior 
walls or interior partitions surrounding them should be designed 
for survival. They should be of concrete, 8” thick, reinforced with 
°.” rounds at 6” o.c. designed for a minimum lateral load of 150 
p.s.f. and be firmly tied to supporting members. 

Floor weaknesses are 1) the possibility of buckling of the floor 
slab, prevented by stiffening ribs running perpendicular to the 
outer wall, or 2) the possibility of failure at construction joints, 
which can be avoided by extending reinforcing steel far enough 
through the joints to develop maximum strength. 

Shear panels, says CD, are the most critical elements of the 
structural system. They must be adequate to carry the lateral and 
vertical blast loads transmitted by floors and roofs in addition to 
the usual live and dead loads and they should be used consistently 
throughout the structure, They should also be placed on either 
side of an expansion joint in a floor. The best material to use is 
reinforced concrete securely connected to the surrounding floors 
and columns in a rigid-frame design. 

The possibility of unbalanced blast pressures will have to be 
considered. For instance, where the space beneath a floor does 
not contain openings or breakable panels amounting to 20% of 
the lower story wall area, the floor should be designed for a live 
load of 100 p.s.f. acting towards the unvented region. Similarly, 
horizontal and vertical pipe galleries should be vented with break- 
able panels about 25’ apart and amounting to about 200% of the 
area. 

Elevator shafts may also admit blast pressure. Their walls 
should be designed to withstand a pressure of 150 p.s.f. from either 
side. A reinforced concrete cap, for instance, with holes for the 
various cables, should be placed on the top of the shaft designed 
for similar 150 p.s.f. loading. 

In short, venting may be more easily permitted than prevented, 
and panels should either be very weak or very strong. If designed 
to fail they should be light, relatively fragile sheets such as gyp- 
sum of asbestos that will disintegrate without forming dangerous 


missiles. 


For new construction CD recommends a central protec- 
tive core area, says the extra cost is not more than 5% 

If more or less identical shelter areas are constructed in all 
stories of a building by placing blast walls at corresponding loca- 
tions, the result is essentially a structure within the structure 
which may be called the protective core. In addition to defining 
relatively safe. more or less central areas that can be used for 
shelter or vital storage, such a core provides additional shear re- 
sistance to the building as a whole. Each shelter area should have 
a minimum of two exits and it is desirable that the core should 
contain stairs. 

It is best to leave enough openings in the protective core so that 


pressure equalization is quickly achieved on both sides of every 
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wall. These openings must be arranged with a series of strong 


hafles to minimize the danger of debris entering the shelter area. 


For existing factories CD suggests ways to protect 
personnel and vital equipment 

New construction affords the best opportunity for including 
protective measures at minimum cost, but existing structures can 
also be strengthened. Blast damage can be reduced by strengthen- 
ing against lateral and downward forces, by the removal of irrele- 
vant features that might be dislodged and by the elimination of 
fire hazards. 

Industrial-type buildings with saw-tooth type roofs are espe- 
cially vulnerable to blast damage. The most effective measures will 
be 1) to reinforce the structure and thus eliminate any weak links 
that would permit collapse before other parts of the building have 
reached the full capacity of resistance, and 2) purposely to pro- 
vide a weak connection between the frame and the curtain walls 
so that the latter can easily blow away (again without creating a 
missile hazard) and so permit pressure equalization inside and 
outside the building. 

Complete protection of industrial buildings against blast is im- 
possible. It will therefore be necessary to protect personnel and 
the most valuable equipment in the plant. Precast concrete walls 
can be used to protect both men and machinery, They can be pre- 


fabricated in segments in a ribbed shell concrete design as sug- 
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Designed by navy engineer Arsham Amirikian, this precast gable-shaped. 


ribbed shell, concrete personnel shelter proved good ‘4 mile from point of 


burst in the Eniwetok Atoll tests of 1951. Design loads were 40 p.s.f. snou 


and 70 m.p.h. wind. Panels are bolted together, cheap and easily stockpiled. 


gested by Arsham Amirikian. head design engineer of the Bureau 
of Yards and Docks. Such shelters, erected in whatever span was 
required and carefully sited on the manufacturing floors of large 
plants, proved invaluable in Europe during the last war in reduc- 


ing the number of casualties to both men and equipment. 


CD stresses the need to plan rescue operations before 
the attack 

Adequate protection against bombing will require very compre- 
hensive and detailed planning to avoid panic and to allow first 
aid, rescue and fire-fighting teams to operate after an explosion. 
These teams, and their equipment, must be in protected structures 
to avoid incapacitation. Utility lines and sewers should be pro- 
tected and there must be reserve water supply points for the con- 
trol of fires. These matters should receive the very highest priority 


and the first allocation of whatever limited funds are available. 
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sets the 
new lock in 
builders’ 
hardware 


Russell & Erwin Division 
The American Herdware Corporation 
New Britain, Connecticut 





HEAVY-DUTY CYLINDRICAL LOCK 
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"I want to get away 
From Painting, Papering, 
Maintenance’ 
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“We'll Specify Roddiscraft Uy 2 
Hardwood Plywood...Pays 

for itself in 10 years... 
Outlasts the Building” 
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rT have always recommended paneled walls for appearance. Today with 
scarce, high-cost maintenance labor, you can also recommend them on the 
basis of economics. The higher original cost of installing plywood is often offset 
in ten years or less by savings in painting, paper hanging and maintenance. 
And for the life of the building, paneled walls will continue to pay dividends 
in savings, and in beauty that ripens with age. 
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Remember — the quality of plywood can vary as much as the quality of any 
other manufactured product. The veneers, the care in matching, proper seasoning, 
moisture control, glue, gluing methods, sanding, thickness of faces and storage 
— all influence the quality of plywood. 


Roddis craftsmen control the step-by-step manufacture from veneer selec- 





tion to the finished product — no shortcuts — no compromise. You can be sure 
when you specify Roddiscraft. 





NATIONWIDE Roddisrraft warenouse SERVICE 


Cambridge, Mass. ® Charlotte, N.C. ® Chicago, Ill. © Cincinnati, 4 

Ohio ® Dallas, Texas * Detroit, Michigan ® Houston, Texas ® 0 iscra n 
Kansas City, Kan. © New Hyde Park, L.I., N.Y. © Los Angeles, 

Calif. © Louisville, Ky. © Marshfield, Wis. © Milwaukee, Wis. © RODDIS PLYWOOD CORPORATION 


New York, N.Y. © Port Newark, N.J. © Philadelphia, Pa. © Marshfield, Wisconsin 
St. Louis, Mo. © San Antonio, Texas ® San Francisco, Calif. 
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RUSH-HENRIETTA 
CENTRAL SCHOOL 
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Architects: ADE and TODD Rochester, N.Y. @ Consulting Engineers: ROBSON & WOESE, Syracuse, N. Y. 
W. A McCORMICK, Rochester, N.Y 





Heating Contractor: 


—vused in many prominent modern buildings 


Here is one of the nation’s prominent modern schools with a 
radiant heating system supplemented by mechanical ventilation 
—completely controlled by Powers. 

For flexibility of adjustment and better control the tem- 
perature regulating system is divided into six zones. 


Each Zone—is heated by circulated 
hot water regulated by a Powers 
MASTROL system which controls 
temperature of water in relation 
to outdoor weather. 

Ventilation for each of the six zones 
is supplied by large unit ventilators 
controlled by a Powers duct ther- 
mostat operating Flowrite valves 
and dampers. 

Auditorium is heated by a central 
fan ventilating system. Gymnasium 
is heated by two large unit venti- 
lators. Both types of ventilation 


circulate room air except when 
rooms are occupied at which time 
outside air is proportioned to the 
load. Temperature in both of these 
spaces, as well as in the Locker 
Room, is regulated by various 
Powers controls. 


Steam Boiler Control for Varying Loads 
Three oil-fired boilers here are 
regulated by a Powers No. 252 
Pneumatic Pressure Regulator con- 
trolling three PE switches which 
cut in the right number of boilers 
required for the heating load. 


Powers MASTROL System of Control is ideally suited for radiant 
heating. It has been widely used to control many types of forced 
hot water heating. Performance records show it unsurpassed 
for reliability. Maintenance cost is practically nil. 


When problems of control for any type of heating or air con- 
ditioning arise, call Powers. Our more than sixty years of 
experience in supplying control for important 
buildings may be helpful to you. 
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MASTER 
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Powers FLOWRITE 


Control Valves 
Regulate steam toHot 
Water Converters « Heat- 
ing coils in Classroom Ven- 
tilators « Central Fan Sys- 
tem in Auditorium « Large 
Unit Ventilators in Gym- 
nasium. 


Ceiling Coils before plastering 


=:) Powers Individual Room 
Thermostats here, control... 


8 7 Powers NO-PAK Valves 


(packless, non-leakingtype) which 
regulate heat in ceiling coils. Each 
room is provided with the tem- 
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Powers MASTROL 


System of Control 
in each of 6 zones reg- 
ulates the temperature 
of water circulated from 
steam heated hot water 
converters to various 
rooms. Temperature of 
water is maintained 
in direct relation to 
weather out-doors. 





Only a few of our many types of contro! 
for Radiant Heating are shown here. 
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BETTER MASONRY WALLS 





Three methods of construction using concrete block 


parging on 





brick 


tL poor bedding f — 


— 





backup result in walls of varying quality: 1) Usual A y r 
Z 
practice of laying up brick first and parging it results unfilled } we — 
in unfilled vertical spaces between brick and backup. vertico|_ ===: filled 
2) When backup is laid first and parged, vertical joint joint | J joint 
is filled, but moisture passage through header brick lead- — ss 
ing into void of bac kup block is still present. 3) Mortar , water 
| eee 
ee ’ a Bl] ” passage 
irrier dams the water passage, and a strip of metal lath — 
holds continuous mortar bed to produce a still better wall. 1 | gr 
Bud ij 











IS ANY BUILDING TRULY “FIRE-PROOF”? 


No type of building is actually more “fire- 
proof” than a furnace. Consider, then, what 
happens to flammable contents when 
ignited in such a structure. Prevent FIRE 
in any building ... by installing GLOBE 
Automatic Sprinklers, now. 


GLOBE AUTOMATIC SPRINKLER CO. 
NEW YORK ...CHICAGO...PHILADELPHIA 
Offices in nearly all principal cities 
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parging on 
a block 








metal 
lath 





vertical but sometimes, as in the case of clay 
tile, these elements are horizontal. In either 
case it is difficult to create full, sound mortar 
bed and end joints. When laid vertically, a 
complete bed joint depends upon the thick- 
ness of the walls. (In this respect concrete 
block or tile is less troublesome than clay tile, 
unless it is of the double-walled high load 
bearing type.) Vertical joints in these cases 
are discontinuous or entirely lacking except 
for indifferent face mortar pads. Even these 
may fall off in laying and be pointed later 
with only a “lick and promise.” In addition. 
when such a wall encounters a facing bond 
course of brick, the headers lead directly into 
the voids of the unit (see figs. 1 and 2 above) 
so that any unfilled or partially filled side joint 
in the header course can lead water directly 
into the backup voids to travel no one knows 
where. When the backup is laid with the walls 
horizontal, the vertical and joints present an 
even greater problem and cause a great deal 
of leakage. Header backers so commonly used 
in this type of wall construction are no better 
except that they do allow the backup and the 
facing header course to break joint. Where 
facing is applied to a wood frame or to cast 
concrete, the problem is not usually leakage 
but anchorage, for this type of backing pro- 
vides a positive dam to the entrance of wate 


when properly constructed. 


Methods of construction. Regardless of 
type. a masonry wall must be well built to be 
durable, presentable and weather tight. Con- 
struction practices which affect quality include 
the sequence of laying, conditions at time of 
laying, pointing and protection. 

Where hollow backup units are used the 
usual procedure is to lay up the face brick 
to bond course height, parge the brickwork, 
then set the backup block or tile. This pro- 
cedure has been responsible for much faulty 
masonry work, but the inertia of contractors 
and architects still prevents improvement. 
Several things are bound to happen if walls 
are laid up this way (see fig. 1, above). First. 
the joints in the face brick are likely to be 
broken if enough pressure is applied in parg- 
ing to do a good job. This very definitely 
spells trouble later. Furthermore, in setting 
the backup tile it is necessary to fill the verti- 
cal face joint behind the parging—a joint 
which may be as deep as 12” in the case of 


(Continued on page 190) 
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The free-standing Nesbitt Syncretizer Unit Ventilator with Wind-o-line Radiation extending from both ends of it, at the sill line. 


To solve your 'WALL-OF-ICE” problem... 
this NESBITT THERMAL BLANKET: 





























rchitects who design and school officials who approve 











large window areas in the modern classroom may 

















delight in their choice if thermal comfort has been considered. 
Unit ventilators could be selected by conventional standards if 
thermal comfort depended alone upon the classroom air temperature. 
But today we know that low-temperature exposures and cold window downdrafts 
may remain the robbers of pupil comfort, even in classrooms with close 





With room-air temperature evenly main- 
control of room-air temperature. The practical solution to the chilling tained, downdraft from large cold win- 
effect of window downdraft is to release heat upward over the exposure. Con any ee ee 
For conditions of large glass area and cold outdoor temperature, 
Nesbitt provides Wind-o-line Radiation for integration with the Syncretizer. 
Wind-o-line consists of fin-and-tube radiation in a grilled wall-hung casing 
to extend from both ends of the ventilating unit for the full window length— 
and continued, if required, along cold outside walls. (Or it may be had 
as a component of the storage cabinets forming The Nesbitt Package. ) 
Wind-o-line solves the problem of heat loss logically with a heat gain where 
and when needed. Convected currents of warm air temper the window downdraft 
and divert its flow upward and above the heads of the room occupants. 





Inquire further of John J. Nesbitt, Inc., Philadelphia 36, Pa. Nesbitt Syncretizer and Wind-o-line tem- 
per the downdraft, raise it out of impres- 
sion range, and improve thermal balance. 


NESBITT Syncrélinen WITH WIND.O.-LINE 


Wind-o-line Radiation may be integrated as part of The Nesbitt Package of Syncretizer and storage cabinets. 
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BETTER MASONRY WALLS 














snow-covered brick parapet wall. 


Despite the provision of an expansion joint, 


mortar expansion caused the failure of this 











































UPPER—-New elementary school for West 
Manheim Township, Pa., Buchart Engineer- 
ing Corp., York, Pa., Architect & Engineers. 
LOWER — Mode! SPL-60-50 Steam-Pak 
Generator. Heating plant designed by 
W. K. Hood, Associates, York, Pa. 





GET YOUR COPY OF THIS MANUAL TODAY / _ ,,“*@ 


Steam-Pak's 208-page Architects’ Manual is the only com- Mmveraae A Mtaro 
plete reference on steam generators. Contains specifications, ~ 
hook-ups, wiring and piping diagrams, operating charts. 
Request Manual 101-B today on your letterhead. 











STEAM-PAK generators 
cut building costs 


When you specify Steam-Pak Generators for 
heating or steam generation in a new building, 
you immediately reduce cost of the building 
because you eliminate need for a high stack or 
chimney. A low vent is all that is required. 


You save much more than in building costs 
though—because Steam-Pak Generators are 
built to provide heat and process steam at effi- 
ciencies unattainable in standard boilers. This 
saving alone in many plants has paid off the 
cost of new equipment within a year. 













We invite you to write today for more details. 










YORK-SHIPLEY, INC. 


Industrial Division, York, 6, Pa. 
Automatic Heat & Power Specialists since 1918 














clay tile and usually as much as 8” when cop. 
crete block are used. This filling can only be 
accomplished by troweling the mortar into the 
joint, an expensive operation which further 
disturbs the face brick because of hydraulic 
pressures. If stiff mortar is used the task be. 
comes almost impossible. The broken face 
joints and excessive voids behind the parging 
lead to leakage in most cases. 

Proper way to lay this type of wall is to 
set the backup tile or block first, parge them, 
then lay the face brick into full beds of mor. 
tar to insure completely filled joints (see figs, 
2 and 3, p. 184). This sequence compresses 
the parging against a greater mass of masonry 
wall and avoids the necessity of filling joints 
of a greater depth than 2”. When finally laid 
and jointed, the face brick remains undis- 
turbed to harden without shock or pressure on 
the bond. 

Another problem in placing mortar on hol. 
low backup units, where such units are laid 
with their walls and webs vertical, is the diffi. 
culty of providing a continuous, intimate bed 
of mortar. All such backup units should have 
a strip of light metal lath laid over the open. 
ings, upon which a bed of mortar can be 
placed (see fig. 3, p. 184). Since this lath will 
also increase the shear resistance of the joint 
against shrinkage forces, it is particularly im- 
portant with dimensionally unstable concrete 
units and where header courses project into 
the body of the wall. 


Protection of a wall during erection cannot 
be overemphasized. Rain-soaked walls will 
never be as satisfactory in performance and 
appearance as those laid with dry units and 
protected with weighted canvas covers. A good 
slogan is “deliver, store, lay and keep the 
units dry until capped by construction details.” 
This will eliminate many shrinkage strains, 
help prevent efflorescence, and help keep the 
work clean. 


Thermal variations. Aside from movement 
induced by wet and dry weather, another cli- 
matic effect which often causes distress is 
thermal variation. Most materials expand with 
a rise in temperature. This expansion is pro 
portional to the length of the wall, the 
maximum temperature differential and_ the 
coefficient of expansion. This thermal coef 
cient increases with the density of the assem 
blage. Thus extremely dense units when used 
with rigid, dense mortars expand more pet 
unit of length, per degree of temperature rise. 
On the other hand, reasonably porous units 
laid in more elastic mortars have lower e* 
pansion coefficients. 

When the over-all movement of a wall see 
tion reaches a critical value, expansion joints 
should be provided. If the wall is restrained 
by structural frames, great care must be taken 
to allow expansion to take place without it 
ducing shears. This involves technical analysis 


(Continued on page 200) 
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LITECRAFT 


Never Fails 
To “Accent” Sales 


The Light Goes 
Here To “Accent” 
Atmosphere 


Simply Ideal 
To “Accent"’ Appeal 


This Dramatic Litecraft Fixture (#512) actually 
“angles” illumination, projecting sharp highlights and 
unusual dramatic effects. 

ACCENT combines a 43 degree tilt with a 360 
degree rotation. Standard Finish: Satin Chrome. 


* LITECRAFT @ 


the quality line of superior design 
See the Complete Litecraft Line at our New Los Angeles Snowroom 
8336 West 3rd St.,. Los Angeles 48, Cal 


Brooklyn 11 ‘ Newark 3 ° Los Angeles 48 
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Available in Satin Bronze, Satin Brass and Satin 
Copper and other special finishes at slight addi 
tional cost. Also available for top access in high 
ceiling installations. Litecraft is the largest manufac 
turer of recessed adjustable ceiling accent lights 


LITECRAFT MANUFACTURING CORPORATION 4F-2 
790 Wythe Ave., Brooklyn 11, N. Y. 

Please send me, without obligation or cost, your illustrated catalogue showing 
the complete line of Litecraft lighting fixtures. | am interested os a 


|_| Architect Builder-Contractor Decorator 


Management Exec Home Owner 
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BETTER MASONRY WALLS 
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STEP | / STEP 2 YA STEP 3 


Three steps in preparing a proper joint: 1) ex- 
cess mortar is cut flat, 2) mortar is allowed to 
become thumbprint hard, 3) mortar is compressed 
with cylindrical tool 4%” larger in diameter than 


tne joint, thus compensating for mortar shrinkage. 
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This modern apartment building is 





but one of countless structures of all 
types throughout the country for 
which Clow (threaded) Cast Iron 


Pipe has been selected. It was chosen 


=— 


ea ee ew BEBE MBECD ES CF 


— 
= Se Se Naa “GR. SR... “SR, SE 
2 aE Besa. Se 


= 


because of its lasting corrosion-proof 


qualities which assures a useful serv- 
ice life of more than a century. 
More and more architects and 


plumbers are turning to Clow Cast 


. = <a 


>. a Sok 


Iron Pipe for 3 to 10 inch down- | 


ae 


spout, waste and vent piping since 







i ¢ it has such superior qualities and its 
v A ' . 
y j l 18 foot lengths can be installed faster | 
* ft 4 
4 , . } 
4! g and therefore more economically. 
i 


ae 
ee 


a Ch Ch Uk UA 
CS WS Bs SC 





” 


Clow (threaded) Cast Ir "ipe 





has some O.D. os steel pipe 







s available with ploir | 


Ya a Vk * 
as. a 
a. aes 


if | te 
a EE 0 Bae 
ad 
As : 
UJ 
o ’ UL. pare » 
——, 
ee. ee 


ARCHITECTS- ENGINEERS 
Loebi, Schlossmon A Bennett 





PLUMBING CONTRACTORS ENGINEERS 
M. J, Corboy Co Samvel R. Lewis & Assoc. 





on the job, with ordinary 
tools of the piping trade. 
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HEATING SUPPLIES 


Publishers of the Clow Bulletin 
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based upon the climate variation which will] 
be experienced by the wall from the time it 
is constructed to the time when other extremes 
occur. Unfortunately, most builders and some 
designers never give these matters much atten- 
tion and some striking failures have resulted 
(see cut, p. 190). 


Joints. Best joint of weatherproof walls is 
the concave struck joint. Proper specifications 
require that all brick be laid in a full bed of 
mortar with the excess mortar cut flat with the 
face of the brickwork as the bricks are being 
laid. Jointing should not be done until the 
mortar is thumbprint hard, at which time the 
joint should be struck with a cylindrical tool 
about 1” larger in diameter than the average 
joint thickness. In this way the mortar is com- 
pressed, compensating for any initial shrink- 
age (see cut). A wall so laid and jointed 
will be much cleaner and can often be cleaned 
down with plain water and a fiber brush, thus 
avoiding the use of acid which may penetrate 
the masonry and encourage efflorescence. 


Critical characteristics of masonry units 
are their absorption, dimensional stability and 
strength—all of which have great influence 
on the success of a wall. 

If the units are of a type that expand and 
contract with each wetting and drying, the 
usual practice of wetting them before laying 
will aggravate disruptive stresses after laying 
and cause efflorescence. When units are laid 
after expansion by wetting and heat, lower 
humidities and lower temperatures will pro- 
duce a cumulative strain which is certain to 
open up vertical joints. If sufficient water 
movement is present, most units and mortars 
will effloresce. Use of dry units will insure 
less efflorescence, particularly if the face of 
the wall is properly pointed and the mortar 
and units are compatible. However, laying 
units dry requires a mortar which has a high 
flow after suction—in other words, a mortar 
which resists the extraction of water and pos- 
sesses what is called antibleeding properties. 

No wetting is required for units with an 
absorption of less than 15%. On the other 
hand, units with excessive absorption should 
be carefully and uniformly wetted—a difficult 
task which poses the possibilities of efflores- 
cence, 

A masonry unit with a high rate of total 
absorption will remove more water from the 
mortar than a unit with a low rate. This char- 
acteristic must therefore be considered simul- 
taneously with the mortar specification. On 
the other hand, a unit which has too low a 
rate of total absorption will cause water gain 
at the unit-mortar interface and impair in- 
timacy of contact and eventual bond. Some- 
where between these two extremes lies the 
proper unit and mortar. It has been my prac- 


(Continued on page 204) 
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for modern 2,3 and 4-story buildings 


CITIES SERVICE OIL COMPANY 


Chicago, Ill. 
Engineers and Contractors 
Sumner S. Sollitt Construction Co. 


Rotary Oildraulic Elevator (freight) 
installed by Gallaher & Speck, Inc. 


Photos by Torkel Korling 





Oildraulic Freight Elevators 


Oildraulic operation makes it practical and economi- 
cal to design Rotary Elevators to carry loads up to 
100,000 Ibs. Oildraulic Freight Elevator cars have 


R extra-rugged construction essential for rough, tough 
ota-Flow power system gives smooth, quiet, low-cost service freight service and power truck loading. 





A revolutionary oil hydraulic power system moves Rotary Oildraulic Eleva 
tors on a smooth, continuous column of oil. Combined with the efhicient 
Rota-Flow power unit to give perfect operation is the Oildraulic Controller. 
Chis engineering marvel handles the functions of seven separate control 
valves, simplifies adjustments and maintenance. 

Smooth starts and stops are a feature of these modern elevators. Oildraulic 
automatic floor leveling positions the car to each landing with exactness 
%4” accuracy is guaranteed! 

Over 65,000 Rotary Oildraulic elevators and lifts are serving leading 
companies from coast to coast. Our Engineering Department will be glad 
to assist you. Write for catalog and complete architectural data. 


& 


ROTARY LIFT COMPANY © 1111 KENTUCKY * MEMPHIS 2, TENN. 


tary. 


OILDRAULIC ELEVATORS 


Engineered and built by Rotary, the world’s oidest and largest maker of oil hydraulic elevators 


SEE OUR CATALOG IN SWEET'S FILES 
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Frank Lloyd Wright on architecture . . . 


Elwyn E. Seelye on civil engineering . . . 


R. C. Reese on concrete design . . 


Giulio Argan on Gropius 


. John Lindsey on Wren . 











* Conditioned Conte 
hy Doe 


The Hotel Travis in Dallas is offering 





its guests another reason for enjoying 
its facilities—an atmosphere in each 
room that can be completely and 
individually controlled according to 
the comfort desires of each guest. 


_ 


WRITE for intormatian on the complete line of Marlo 
combort-conditioning equipment. 


MARLO» MEAT a ansren 


Harla 














AT THE TRAVIS 


Hotel Travis of Dollies, Texcs, on offiliated 
Netional Hotel. Air Conditioning Controc- 
tors: Texas Distributors, Inc 






The “silent partners” in this 
new guest-pleasing comfort 
are Marlo Remote Room Air 
Conditioners—each designed 
to cool, heat, ventilate and 
filter the air in individual 
rooms. No ductwork, either 
—just simple piping to carry 
the chilled or warm water. 






Two Marlo 75-ton Cooling 
Towers (out of sight, of 
course, in the cupola on the 
roof) complete the Travis 
comfort picture. 


COIL CO. + 6135 Manchester Rd. + St. Lewis 10, Me. 
eeee eee eee eeeeetve eee eeeeeeeeeee eee eeee eee eeeeeee 

COCLING TOWERS «+ EVAPORATIVE COMBENSERS + INBUSTRIAL CoeLeRs 
) AIR CONDITIONING OMITS + MULTI-ZONE BRITS + BLAST BEATING & COBLING Cons 
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AMERICAN PEOPLES ENCYCLOPEDIA YEAR 
BOOK, 153 N. Michigan Ave., Chicago 1, Im, 
576 pp. 634 x 934”. Illus. $10 

There are two good reasons why the 195] 
edition of this Encyclopedia Yearbook is of 
more than usual interest to architects: two 
top-flight architects are included among the 
contributors. 


Richard J. Neutra, discussing trends in 
home construction, compares residences of the 


“My House, My Castle” era with today’s com.’ 


pact “self-service” houses with their myriad 
contraptions, devices and gadgets which sim- 
plify their design and upkeep. 

On the broader subject of architecture, 
Frank Lloyd Wright writes in a style as in- 
imitable as his architecture. Because they are 
brief, provocative and dangerous to excerpt, 
Wright’s comments are presented below in 
their entirety: 

“The Renaissance in Europe—a setting sun 
all Europe mistook for dawn’—was imported 
by free America to bring architecture up to 
the level of a democratic civilization dedicated 
to freedom. 

“But the spirit of Architecture was dead. 
Human thought had found the printed book. 
The other arts had fled. Printing was the 
Machine. In spite of sporadic attempts at 
‘rebirth’ by special kinds of abortion, the an- 
cient forms of architecture could only be out- 
raged by the Machine. 

“Meantime the Machine became the mon- 
strous power that moves us now. By way of it, 
all-out timely materials, like glass and steel, 
came to hand as a great new means of build- 
ing. But there were no architectural forms 
suited to their use. The practice of architec- 
ture was so far gone to the composer of the 
picture that we had no architects able to con- 
ceive the radical new forms needed to use the 
new tools and materials with nobility, inspira- 
tion, or even intelligence. So our own archi- 
tects in this new world further falsified an- 
cient symbols and again prostituted the new 
materials not only by a kind of mimicry but 
by mechanical outrage that made our archi- 
tecture what it is today—servile, insignificant 
refuse or puerile nostalgia. 

“When I speak of architecture as organic 
I mean the great art of structure coming back 
to its early integrity: alive as a great reality. 

“What forms shall buildings now take if 
the glory of the great edifice is to come back 
to man again and he be blessed with the great 
beauty of truth in the way of his life we 
call his environment: so meretricious, so inap- 
propriate now? 

“How is the sap of human life which we 
call culture—escaping from autocratic mon- 
archy to democratic freedom—going to estab- 
lish itself? 

“It was evident long ago that we must no 
longer picturize, compose, or in any way pre- 
tend. We must conceive and integrate. Be- 

(Continued on page 216) 
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We'll keep 
your material 
moving 








. . . anything, from light - duty 


— ee 
A 


freight to power trucks for scheduled 
vertical-linkage in your materials 


handling system. 





We can offer you the economy of standard freight 
elevators for regular service. And special adaptations 


for the unusual. Plus uninterrupted operation. 





We deal in height. Moving material and men verti- 
cally. More than half of the world’s freight moves 
on Otis elevators. Our broad experience is available, 


without charge, to everyone. 


Otis is the only elevator manufacturer that designs 
and builds everything from pit to penthouse. Based 


on: Research that advances electronic operation ° 


—E 


Planning that gives better service with fewer eleva- 
tors * Engineering that turns tested theory into better 
elevatoring * Manufacturing that concentrates en- 
tirely on vertical transportation * Construction that 
brings elevator-trained men to your installation « 
Service that’s available 24 hours a day in 263 cities. 

This background of elevator experience — 
unequalled anywhere—delivers the promise that 
forms the basis of every Otis contract: The world’s 
finest elevatoring. Otis Elevator Company, 


260 llth Ave., New York 1, N. Y. 


a ee ee 


Better elevatoring 
is the business of 


eo 











} Electric Dumbwaiters ¢ Escalators 


Maintenance * Modernization 


- 
: 
: 
: 
: 
Passenger Elevators ¢ Freight Elevators 
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ustrewood 


PREFINISHED HARDBOARD 


Dens Stores 
Rumpus Rooms Foyers 
Cottages Kitchens 
Offices Partitions « 


Ce) Prone, Zamoniad 
ustrewood 
CORRECT DRESS FOR GOOD CONSTRUCTION 


Ask Your Building Supply Dealer, or write to 
LUSTREWOOD PROCESS CO. at BRISTOL, CONN. 
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ginning again at the beginning we must build 
the right kind of building in the right way in 
the right place for the right man. An affair 
of genius. 

“Organic building is natural building go 
organic architecture is the right answer. Cop. 
struction again proceeds harmoniously from 


the nature of a planned or organized inside 
outward to a consistent outside. 


“The space to be lived in is now the core 
of any building and in terms of space we find 
the new forms we seek. Or lose them. The 
old order called “classic” is therefore reversed 
and, where so many of our basic materials are 
wholly new, we are searching again for the 
natural way to build appropriate to the un. 
precedented life now to be lived in them. 
Our modern advantages should not continue 
so disadvantageous as they are becoming. 


“That we be enamored of the negations 
brought by the Machine may be inevitable, for 
a time. But I like to imagine this novel nega- 
tion to be, as I have used it,—only a plat- 
form underfoot to enable a greater splendor 
of life to be ours than any known to Greek or 
Roman, Goth or Moor. We should know a life 
beside which the life they knew would seem 
not only limited in scale, narrow in range 
but pale in richness of the color of imagina- 
tion and integrity of spirit. 

“As the matter stands, the pallor is ours 
and the shame. The giant leverage the Ma- 
chine might be for human good may fail in 
its own weight from helpless, human hands, 
far short of our hope. 


“Spirit only can control it but Spirit is a 
science Mobocracy does not know and Dem- 
ocracy must motivate. 


“Our American architecture has become no 
work of art at all but, at best, a technical 
makeshift. Buildings more than ever are a 
mere piece of property. As for kindred ‘pro- 
duction’ our big industrialists are so busily 
‘streamlining’ standardizations that we have 
been not only compelled to see some egregious 
makeshift touted, passed along as creation, 
but also to see superficial effects instead of 
causes finally accepted as euthenics by the 
‘higher education’ and the officialdom it must 
please in order to live at all. 

“Restlessly, we as a tirelessly exploited— 
and in turn exploiting—people must find 
some kind of release. 

“Lacking refreshment for whatever native 
love of beauty the god of the creative impulse 
may have passed along to us by nature, we 
turn to Organic architecture. As preceding 
generations found symbolism and empty pre- 
tensions called monumentality, so we find re- 
freshment in rejection of shoddy sensation- 
alism and new-fangled invention or the novelty 
of superficial beautifications by the commer- 
cial ‘designer.’ 

“These are really no higher than those of 
the professional beauty parlor or a cigarette 
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@ UNLOADED STARTING .. . permits 
use of normal torque motor. 


@ FOAM BREAKER... reduces loss of 
oil from crankcase when oil foams 
from start-up. 

@ OIL PRESSURE PROTECTION SWITCH 
provides a second guard against 
lubrication failure. 

© QUIETER OPERATION because of dy- 


namically balanced construction 
and direct drive. 


compressor! — 


More evidence appears daily that the new TRANE Reciprocating 
Compressor is living up to the greatest expectations. You want mod- 
ern design—TRANE Reciprocating Compressor delivers it! You must 
have efficient performance —TRANE delivers it! You expect long life, 
quieter operation, simplified installation and maintenance—TRANE 
has delivered that too, on the line! 


No other compressor 
offers all these features! 


© SIMPLIFIED INSTALLATION with few- 
er connections to make on job 
it’s factory assembled! 

@ MODERN DESIGN with two piston 
sizes, 2, 4 and 6 cylinders, 10- to 
50-ton capacity. Available with 
shell-and-tube condenser above 
compressor. 

@ SMOOTHER OPERATION because of 
carefully balanced lightweight 
aluminum pistons and connecting 
rods. 


For FULL INFORMATION about the TRANE Reciprocating 
Compressor and these other great TRANE refrigeration 
products, contact the TRANE representative in your area, 
or write the main office, La Crosse, Wisconsin. 


TRANE CenTraVac. A com- 
plete water-chilling system, 
hermetically sealed. Capaci- 
ties as low as 45 tons! Power 
consumption very closely pro- 
portionate to load through 
entire range. Saves power. 
Saves money. TRANE Bulletin 
D5-399 provides complete 
data. 





THE TRANE COMPANY, LA 

Eastern Mfg 
Trane Company 
Offices in 80 


of ¢ 





% HORSEPOWER 





0 25 50 5 100 
Y% UNIT CAPACITY 


PROOF: More Power Saving 


When Loads are Reduced! TRANE 
hydraulic cylinder unloader reduces 
horsepower when cooling load is re- 
duced. It’s completely automatic and 
internal—suction pressure controlled, 
oil pressure actuated. 


AVERAGE VALVE LIFE 
Based on Careful Laboratory Tests 


AER RNR 
Trane Valve 

Valve “A” eS 

Valve “B” = 


a a a + o 
te) 10 20 30 40 50 


PROOF ° More Hours of Op- 


eration from Valves! That's because 
TRANE ring plate valves have a special 
surface treatment for long life. Tests 
prove TRANE valves have up to 8 times 
the life of other valves tested under the 
same conditions. 


TRAN 


ROSSE. W 


U.S. and | 


MANUFACTURING ENGINEERS OF HEATING, VENTILATING 
AND AIR CONDITIONING EQUIPMENT 
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“SEAL-O-SAN 


gym floor finish 
must be used on the 
fieldhouse floor’”’ 


COACH RUPP is convinced about 
what makes the best playing surface. He 
states: “I specified that Seal-O-San must 
be used on the floor (of the new Ken- 
tucky Fieldhouse), in spite of the fact 
that almost every other floor finish com- 
pany has been here asking me to give 
them a chance to put their product on the 
floor. I have refused to do so.” And he 
advises Seal-O-San for every school gym 
floor: “I have endorsed Seal-O-San hun- 
dreds of times every winter in letters to 
schools asking me to recommend the best 
(floor finish) .”’ 


Basketball Coach 


Udeyh Hayy 


Adolph Rupp, University of Kentucky 


HUNTINGTON LABORATORIES, inc. 


Huntington, Indiana 
Toronto, Ontario 







University of 
Kentucky 
Fieldhouse 
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in nimble fingers. We think we find—and we 
try to find—beauty in urbanism’s stream- 
lined machination. But Organic architecture 
finds no satisfaction in push-button power, not 
much entertainment in gadgetry or gag-ism; 
no happiness in preoccupation with the so- 
called efficiencies of every kind that have 
come to have no more spiritual significance 
than gangsterism itself. We take no pride in 
our triumph as “The Great Nation of the Sub- 
stitute.” 

“Last—but not least—this important line 
between the curious and the beautiful now 
becomes so confused by so-called ‘modern- 
architecture’ itself that the dividing line be- 
tween the curious and the beautiful—the line 
that marks civilization itself from savagery or 
degeneracy—grows dim indeed. 

“Organic architecture is itself a recourse 
for the deeper more essential Usonian-self. 
That self has a soul. Should that soul now be 
tempted to search for great repose: a serene 
and blessed mood? Ay, Peace. Not only a 
political peace but organic peace. Were we 
to find peace organic a native culture true to 
democracy would be so sure as to emerge 
even from the rubbish heap into which we 
have built ourselves.” 


CONCRETE DESIGN HANDBOOK. Prepared 
by R. C. Reese, Concrete Reinforcing Steel Insti- 
tute, Chicago, Ill. First Edition, 1952. 412 pp. 
6 x 9”, $5.00 


This new engineering manual greatly sim- 
plifies the design of concrete structural mem- 
bers by eliminating most of the computation. 
Its tables save considerable time in outlin- 
ing and in making cost comparisons of struc- 
tural problems, Based mainly on the Amer- 
ican Concrete Institute’s 1951 Reinforced 
Concrete Building Code, it covers floor sys- 
tems, columns, footings, retaining walls and 
areaways together with complete design tech- 
niques and engineering data. 

Though the column, flat slab and joist 
tables are extremely well laid out, it should 
be mentioned that the beam tables are calcu- 
lated on the basis of uniformly distributed 
safe load carrying capacity and therefore 
might not suit those engineers who prefer to 
design on a basis of resisting moments. Gen- 
eral layout is good and everything is com- 
prehensively indexed. (For convenience a 
thumb index might well be added in the next 
issue.) The compilers are to be congratulated 
on producing a manual which goes a long 
way towards speeding up the laborious in- 
tricacies of concrete design. 


WREN, HIS WORK AND TIMES. By John 
Lindsey. Philosophical Library, New York, N. Y. 
256 pp. 84 x 54%”. Illus. $6.00 


Neither biography nor treatise, this narrative 

outlines Wren’s life (as an astronomer, an- 

atomist, scholar, scientist, politician and 
(Continued on page 224) 








reasons 


vy Sedgwick 


ROTO - WAITERS 


2-stop automatic 
dumb waiters 


serve in America’s 
finest buildings 





Overload and slack 
cable safety device 


Simple motor, brake 
and control, cut costs 


Adjustable landing 
cam assures accurate 
stops 


Endless steel roller 
chain drive. Never 
overtravels 








Completely factory 
assembled and tested. 
Easy to install 


Steel guide rails and 
flexible steel traction 
cables for car and 
counterweight 


Reinforced steel car. 
Sturdy construction 


Momentary-pressure 
pushbutton ... fully 
automatic operation 


Only minimum clear- 
ances required 


Available in standard 
and special sizes. 
Also multi-stop dumb waiters. 


Write for illustrated booklet MB2 
on Sedgwick Dumb Waiters and Doors 


Sedgwick MACHINE WORKS 


140 WEST 15th ST. NEW YORK 11, N. Y. 
Specialists in Vertical Transportation Since 1893 
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how to take 
the problem out of | 
industrial ! 


Gita Daring, 


From decades of experience — devoted to the 








designing and building of entrances for both 


business and industry — International has ac- 





cumulated the technical and practical knowl- 





The door illustrated is a heavy, 5-section, edge to solve virtually any entrance problem. 
power-driven vertical lift door - : 

built heavy enough for roughest usage .. . 

constructed for complete weathering and service. You are invited to draw freely upon this wide 


and specialized experience, when planning in- 


ES © 


dustrial doors of any type or size. However “‘dif- 


New, Free Guide : ; : ’ 
ferent’ the installation — or difficult your prob- 

to the Latest and Best in 
Industrial Doors— 


Send for Your 


lem — you can depend on International to help 


P .“ - you develop the one best answer. 
ersonal Copy Now. 





for detailed information write 


INTERNATIONAL STEEL COMPANY 


1909 EDGAR STREET ~ EVANSVILLE 7, INDIANA 
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See our ad in Sweep 
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Ruc-will 
a yow 
BEST CHOICE 


For distribution of steam or hot 
water, oils or process liquids, 
Ric-wiL Prefabricated Insu- 
lated Piping will provide your 
piping system with maximum 
sealed-in protection and effi- 
ciency. 

Architects, engineers, and 
contractors have long recog- 
nized the reliability of Ric-wiL 
engineering and manufacturing 
of high-efficiency insulated 
piping —factors that insure long 
trouble-free life of industrial, 
commercial, and residential 
piping systems. 


THE RIC-WIL COMPANY 
CLEVELAND, OHIO 


Ric-will 


PREFABRICATED 


INSULATED PIPING 











224 








a 


architect) and his work with major emphasis 
on his crowning achievement—St. Paul’s 
Cathedral. 


DATABOOK FOR CIVIL ENGINEERS, second 
Edition, two volumes: |. Design and II. Speci- 
fications and costs. By Elwyn E. Seelye. $10 
and $13, 521 and 506 pp. respectively. John Wiley 
& Sons, Inc., 440 Fourth Ave., New York 16, 
N. Y. 


Somewhat comparable in purpose and for- 
mat to Architeetural Graphic Standards, these 
two volumes plus the unrevised third volume 
(1947) on Field Practice are valuable props 
for the civil engineer and contain much useful 
data for architects. Volume I[’s prime purpose 
is to furnish the engineer with “sufficient data 
so that he could design any civil engineering 
work without other reference books.” Volume 
II includes sample specifications for nearly 
every type of building and heavy construction, 
plus “cost figures for all labor, materials and 
other factors involved in construction work 
and a method for keeping them continuously 
up to date.” 


MOUNT RUSHMORE, By Gilbert c. Fite. Uni- 
versity of Oklahoma Press, Norman, Okla. 5% 
x 834”. 27 pp. $3.75 


This is the story of the Mount Rushmore 
National Memorial—the “four faces” carved 
in granite in the Black Hills of South Dakota 
—the “most flamboyant attempt ever made by 
man to preserve his heritage for future genera- 
tions.” 


THE ART NOUVEAU. By Henry F. Lenning. 
Martinus Nijhoff, 9 Lange Voorhout, The Hague, 
Netherlands. 8 x 11”. 143 pp. 21 guilders 


This is devoted to the style which brought 
the pictorial arts as well as architecture and 
the related arts out of the lingering romantic 
tradition of the 19th Century. It deals with 
the importance of the style as an indispensable 
bridge to organic construction and interior de- 
sign. 


THE POWER OF ART. By John M. Warbeke. 
The Philosophical Library, Inc., New York, N. Y. 
534 x 9”. 493 pp. $6.00 


An illuminating discussion on the functions 
of sculpture, poetry, painting, music, drama 
and architecture, and their possibilities for 
the enrichment of life. 


WALTER GROPIUS E LA BAUHAUS by Giulio 
Carlo Argan. Giulio Einaudi Editore, Torino, 
Italy. 202 pp. 170 Illustrations. L. 800 

A profusely illustrated discussion (in Italian) 
of Gropius’ work up to and including the Har- 
vard dormitories. 
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When you move, please 
tell us at the earliest possi- 
ble moment so that you 
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copies of ARCHITEC. 
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LOCKWOOD HEAVY DUTY 
KEY ‘N KNOB LOCKS OFFER 


Heavy Brass Forgings for the 
important structural and func- 
tional parts. Brass is of course, the 
time proven material best suited 
for lock manufacture. Forging it 
to shape however, is a superior 
method of fabrication compara- 
tively new to builders’ hardware. 
A denser granular structure is 
achieved, increasing toughness and Hatten Design 
reducing wear and breakage in 








: Contemporary lock design at its enduring best .. . its urn-shaped knobs 
service. are comfortable to grip, yet offer a pleasing diversion from the traditional 
. eliptical profile. The 31/2 inch roses give the appearance of extra rugged- 

Permanently Aligned Assem- ness and provide extra protection for the door finish. Made in cast brass, 
bly when installed is another bronze or aluminum . . . a SOUND CHOICE for the finest structure. 


bonus feature of the rugged struc- 
tural members. All functional parts 
are rigidly held in proper relation- 
ship. Binding of parts, with re- 
sultant sluggishness or failure in 
action is eliminated . . . wear is 
further minimized. 


Quick Installation . . . revers- 
ing of hand is a simple matter re- 
quiring only seconds... changing 
cylinders (on the job, to change 
keying) is an extremely easy matter. 

Specify either HATTEN or 
HOLBROOKE Design for your 
most prideful works and you can 
be sure you have made a SOUND 
CHOICE! 





Simpler perhaps than the Hatten, and with its knob and rose patterned 


(eck , Jf '| — _Holbrooke Design 


DPan i more closely after the traditional, HOLBROOKE is designed to give the 
[( whoa i smooth, enduring performance of the Lockwood Heavy Duty Series at 
\% ANNIVERSARY } 3 lower cost. It is made of wrought brass, bronze and aluminum. Where 
ane ee the allowance does not permit specification of Hatten . . . HOLBROOKE 


is a SOUND CHOICE! 













see our 


FOR USE ON SCHOOLS, HOSPITALS, HOTELS, COMMERCIAL, cans 
in 


INSTITUTIONAL AND INDUSTRIAL BUILDINGS. 





SWEETS FILE 


LOCKWOOD HARDWARE MANUFACTURING COMPANY 


FITCHBURG. MASSACHUSETTS 
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PRODUCT NEWS 





Suitable for quick low cost construction, the 
4 x 8 formed plastic panel weighs only 60 Ibs. 











PLASTIC-FIBER STRUCTURAL PANEL has 
corrugated core fused betwen faces 


The big construction news to come out of last 
month’s Plastic Industries Exposition in Phil. 
adelphia is the Kerr Panel. A low pressure 
laminate, the lightweight panel is one of the 
few building materials which exploit plastic’s 
molding possibilities. 

In the processing, the panel’s reinforcement 
serves as the skeletal mass for the final shape. 
A thin (1/16”) glass fiber mat crimped into 
16 corrugations 3” deep is sandwiched be- 
tween two flat 4’ x 8’ fiber mats. The three 












Putco Julio ... 


America’s most beautiful rubber flooring 
... In that new department store 





















SAMPLES ON REQUEST 


A free box of 4” x 4” samples 
of Amtico Flooring in standard 
Y%" gauge and all 26 stock 
colors sent, with illustrated 
literature, on request. Dept. MB-9. 


AMERICAN BILTRITE 
RUBBER (jx) COMPANY 


TRENTON 2, \) NEW JERSEY 


Also makers of Famous Biltrite NURON Soles and Rubber Heels 


AFFILIATES . . . BILTRITE RUBBER COMPANY, CHELSEA 50. MASS. » AMERICAN TILE & RUBBER CO. 
TRENTON 2, .N.J. © PANTHER-PANCO RUBBER CO., CHELSEA, MASS. « AMERICAN TILE & RUBBER CO. 
(CANADA) LTD., SHERBROOKE, QUEBEC « PANTHER RUBBER CO. LTD., SHERBROOKE, QUEBEC, CANADA 


layers are then pressed between heated plat- 
ens and impregnated with pigmented polyes- 
ter resin, Off the press comes a 60 Ib. mono- 
lithic structural panel with high compressive, 
tensile, and flexural strength. 

Incombustible, insectproof, and corrosion 
resistant, the Kerr Panel is being used for in- 
terior partitions, demountable prefab build- 
ings and walk-in refrigerators. (K factor for 
the 3 3/16” thick panel is .15; it may be 
brought down to .09 by slipping preformed 
insulation inside the corrugations.) It is suit- 
able for outside walls and, used as flooring, 
has a safe working live load of 25 lbs. per sq. 


ft. on an 8’ span. It may be sawed, drilled and 
routed with hand tools and can be furnished 
Special tongued 


with curved sides or ends. 








and grooved fittings for joining the panels are 
available. Since color is fused into the mate- 
rial during fabrication, no additional] finish is 
required. Translucent white is the standard 
color but the panels will be made in almost 
any shade specified. Prices range from about 
$1.75 to $2.30 per sq. ft., depending on quan- 
tity purchased. Current plant capacity is 200,- 
000 sq. ft. a month, 


Manufacturer: Alexander H. Kerr & Co., Inc., 
Kerr Panel Div., 2950 Winona Ave., Burbank, 
Calif. 

(Continued on page 232) 
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| . 5] 8 inch throw insures secure locking even on doors that shrink or warp! 


efor extensive master-key Systems the corbin mastering 


. | cylinder doubles the number of possible key changes! 
it k | 
; “' eys are ost, the cylinder can be removed readily, from inside, for fast, easy 


replacement or for re-keying. 


Every fine building deserves these extra-quality 
features provided by Corbin Cylindrical Locks. Com- 
pare these locks point by point, feature by feature, 
with any other cylindrical locks you have ever used. 
You will find that Corbin offers all the standard fea- 
tures plus extra quality advantages that mean more 
satisfactory operation — longer wear with less main- 
tenance — fast, low-cost installation. 


Corbin Cylindrical Locks are furnished in four 
designs — each made in the 13 functions most fre- 
quently used in schools, hospitals, apartments, offices, 
public buildings and fine residences. 


There is a Corbin Distributor or Corbin Repre- 
sentative in your vicinity who will gladly give you 
complete information about Corbin Cylindrical Locks 
and assist you with specifications for any type of in- 
stallation. If you do not know his name and address, 
we shall be happy to furnish them. 
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Corbin distributors are selected for 
their ability to work with you constructively 
on builders’ hardware specifications. Corbin 
helps them by conducting two builders’ 
hardware schools each year for distributors’ 
employees. 


The quality of their service, together 
with the fine quality of Corbin products, has 
made Corbin the most widely used builders’ 
hardware in the world! 
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FLOOR REINFORCING PLATES. Modular 
units for quick assembly 


These quickly assembled squares of hot rolled 
steel are designed to reinforce and _ protect 

heavy duty concrete floor surfaces. Cut to fit 1’ 
increments of floor area, the plates may be laid 
out easily without special tools. Each unit 
has 100 small rectangular holes and 100 








barbed prongs which anchor it firmly to the 
In heavy traffic areas, the steel plate gives I = , : 
concrete. Its rounded edges form a flange that 





concrete flooring additional wear resistance. ¥ F 
becomes imbedded in the concrete for addi- 


tional rigidity. No sharp edges protrude on 
en eae the finished surface. For new floors the con- 
KKK KK KK] Kw] Kh Kh] KT Kh KK KK Kw KKK KhUuK crete topping is poured and screeded and 
the plates pressed into the mix until it oozes 
up through the holes. A 2x 4 is then used to 
level the plates with the floor surface and 
each other. The plates weigh about 3 lbs. 
each and are packed 20 to a carton which 
sells for $6.60 f.o0.b., factory. 





Manufacturer: Acme Steel Co., 2840 Archer 
Ave., Chicago 8, III. 


Vitreous China 
Water Closets 


SLOTTED STEEL ANGLE used for construct- 
ing plant equipment 





Industrial accouterments — from scaffolding, 





--- designed and priced ONE-PIECE* #1000. First with positive partitions and cabinets to benches, handrails 
non-overflow and low-level integral ; 4 
B and hatracks—may be assembled with Dex- 
for every building need tank. Quiet centrifugal flush. : ot F 
{ngle fabricating units. An erector set grown 


up, the 10’ slotted-leg galvanized steel angle 


77 


Zs 


The steel angle has slots for bolt connections 





is put together with bolts and a wrench. No 


drilling or welding, or sper ial brackets, clips 





or hooks are necessary. Equipment may be 
DELUXE #1200. Hascentrifu- CAMEL #1325. A high quality free BENNING #1380. Siphon action wash- constructed. altered. and dismantled easily and 
gal action,large waterarea, standing fixture atlowcost. Uses down bowl with jet. Tank bolts . 
special high-grade fittings. absolute minimum of water. directly to bowl. Free standing. rapidly, and the DexAngles are completely 
salvageable. Small indentations every 3” 
ian ‘ : , ; along the angle simplify measuring and ac- 
@ There is a Case vitreous china water closet 4 ae 
curate cutting. 

to meet every requireme nt of utility, appe arance, . : 
When used as uprights in lengths up to 

5’-6”. the DexAngles each support loads of 
1.200 Ibs. For greater loads up to 4.000 Ibs.. 


the angles may be combined in channels. 


and price in custom-built homes, low-cost 
housing, commercial and industrial structures, 
and institutions. Like Case urinals and 
lavatories, these fixtures enable you to provide heads 
the engineering advantages and dependable (Continued on page 234) 
performance in de mand today. For distributors, a i. 


CHANNEL , 
see your Classified Tele -phone Directory. — — a” secnoee ro 


Or write W. A. Case and Son Mfg. Co., 33 Main j 
Street, Buffalo 3, N.Y. Founded 1853. L Z | L bE 
Line hina 


eee ee are a a ae oe oe 








DEEP FLANGED 
“1 SECTION 1” SECTION BOX SECTION BOX SECTION 


XY ost 


WAUET #2100. Wall hung siphon 
jet. Flush valve with vacuum 
breaker. Chair carriers available. 
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See how this new 


GB GS WR INSULATED CAVITY WALL 


provides full insulation and 


moisture resistant construction 


without furring or lathing 


| 
a 


iyi 
t/ 
FILL_INSULATIO a 


Owens-Corning Fibergics 
Cavity Wall insulation- 
“Pouring Type” 


The new &3@43 Insulated Cavity Wall is the latest develop- 
ment in masonry construction. 


It is insulated with Fiberglas Cavity Wall Insulation—Pouring Type, 
specifically developed by Owens-Corning Fiberglas Corporation 
for this particular wall. 


The S363 Insulated Cavity Wall not only eliminates moisture 
penetration, but also provides “extra” insulation where needed 
for low heating and air conditioning costs. 


This S73 Insulated Cavity Wall has a tested U value of .12. 


HiERIOR WY TH 
Backup or Brick 
Facing 





It’s insulated with 
Fiberglas** Cavity Wall 


| Plastered Direct or 
|] Left Exposed 











It needs no furring or lathing. And it can be plastered directly, 
or interior surfaces can be left exposed. 


For these reasons the G72 Insulated Cavity Wall makes it 
possible for you to design better without change in structural 
or code construction specifications—lets you give your clients 
“more house or building” at less cost. 


If you have any questions, or desire additional information and 
factual data, our technical staffs are at your service. Just write 
us at Dept. AF-4 on your own letterhead. 


*Trademork, Structural Clay Products Research Foundotion 
**Trademark, Owens-Corning Fiberglas Corporation 


a) 


STRUCTURAL CLAY PRODUCTS INSTITUTE 


1520 18th STREET, N. W., WASHINGTON 6, D.C, 


ARCHITECTURAL FORUM + APRIL 1952 





Insulation—Pouring Type 


—s 


| 
H 
| 
i 


qe 
Poe ee 


ES oe 


NS 








— 


so Ten 10 
angles packaged with 75 nuts and bolts sell 
for $20. In quantities of 50 or more packages, 
the price is $17.60. 


and 6” wide with 1” flanges are made 
£ 


and box sections. 


Accessory steel panels 
3’ long 
for use as shelving. Each panel will support 
300 Ibs. Casters are also available for portable 
bins and hand trucks. 

Manufacturer: Acme Steel Co., 2840 Archer 
Ave., Chicago 8, IIL. 









ee 


PORETE Plan 


LIGHTWEIGHT 
NAILABLE CONCRETE 






For SCHOOLS, THEATERS, 
HOSPITALS, CHURCHES, 
PLANTS AND MANY 
OTHER USES 


a ee 
building 
bg: y covered with Porete Plank 
erkt & Co. © Gen. Contractor: Robert Glenn, Inc 


WOR-TV’s beauti : 

: utiful ne : 
in New York Cit + 
Architect 











ized wire mesh. 


2” or 2%" 


\op- 
x and § 
ysed OF NT well 98 


. ots & 
ing ee 


PORETE MFG. CO. 
North Arlington, N. J. 


Gentlemen: 
Please send me your bulletin #69B describing 
POrete Plank. 


MFG. CO. 


Reinforced on top & 
bottom with galvan- 



















NAME:___ — 
North Arlington, N. J 
Manufacturers of ORGANIZATION 
POrete .Plank, POret« 
ADDRESS: 





Slabs, POrex 
and POretherm 


Channel 
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RUBBER SANDWICH: gym walls with bounce 


Hard surfaced gymnasium walls have caused 
many serious injuries. A fatal accident in a 
Connecticut school spurred a local manufac. 
wall. A 
structural crash pad, Spongex Safety Cushion 
W ainscoting, is the result of that study. The 
new panel consists of a 2’ x 6’x 4g” plywood 
layer of rub- 
berized curled animal hair and *%4” of soft 
cellular rubber. (Both spongy layers are com- 
pressed to a 1” thickness before lamination 


turer into research on a resilient 


sheet to which are bonded a %” 


for added resiliency.) A strong vinyl sheeting 
with a mottled green finish is drawn over the 
sandwich and stapled to the plywood backing. 
To provide the air relief necessary for ef- 
ficient cushioning, six 1” portholes are drilled 
in the plywood. The panels also are good 
sound deadeners for the athletic exuberances 
on the court. 

They are supplied with 4 metal clips for easy 
attachment to horizontal furring strips. A 14” 
baseboard with a rabbet along the inside top 
edge may be constructed to serve as a bottom 


rail. A wood “L” top rail with inside dimen- 
of 1144”%x 2” may be built to cap the 


” 


sions 
panels. The price of the wainscoting is $21.25 
per section. 

Manufacturer: The Sponge Rubber Products 


Co., Shelton, Conn. 


STAINLESS STEEL made with noncritical 
alloy 
To help conserve the short nickel supply, 
Allegheny Ludlum has developed a technique 
for large scale fabrication of stainless steels 
alloyed with manganese and chromium. Known 
in the laboratories for many years, these steels 
are now available commercially. They are re- 
18-8 


chromium nickel stainless steels in applica- 


ported to be suitable alternates for 


(Continued on page 236) 
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Drawing photographed by 
Veterans’ Administration 
enta protects wood in VA hospital 
Over one hundred thousand board feet of lumber for the John B. John B. Cochran Memorial Hospital, 
Cochran Memorial Hospital, being built in St. Louis by the Vet- regi Phite ge p belt — 
, * . . . ovis e Veterans’ ministra 
erans’ Administration, will be protected by penta preservative. Pret Ssituiscih Giivnin;: Wetiatead 
Thirty-five thousand board feet of lumber used as subsills eee i whi 5 
below windows was pressure-treated to retain 6 pounds of Sanna: Ades call tae hiities Cob. 
penta preservative per cubic foot. Outside doors, sash, frames Weed Wester: Ausdeted Went 
and 1,350 outside windows were dip-treated with penta. Penta Preservers and Gravois Planing Mill, 
now is named in more than 50 government specifications. both of St. Louis. 
n- 
he Monsanto Penta (pentachlorophenol, technical) is a stable 
25 chemical produced specifically for wood preservation. It pro- 
tects against termites and other wood-boring insects. It pre- 
ots vents decay due to fungi. Penta does not leach . . . does not 
wash away in rain or ground water. Treated with properly 
formulated Monsanto Penta, wood can be painted or varnished. 
- For information on the use of Monsanto Penta, which gives 
wood durability sufficient to replace hard-to-get steels in 
ly, many applications, contact the nearest Monsanto Sales Office - 
Pi or write MONSANTO CHEMICAL COMPANY, Organic Mon S A NTO 
al Chemicals Division, 1752-C South Second St., St. Louis 4, Mo. 
- DISTRICT SALES OFFICES: Birmingham, Boston, Charlotte, Chicago, 
88 Cincinnati, Cleveland, Detroit, Houston, Los Angeles, New York, Phil- 
es adelphia, Portland, Ore., San Francisco, Seattle. In Canada, Monsanto 





Canada Limited, Montreal. 





SERVING INDUSTRY...WHICH SERVES MANKIND 
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tions where high corrosion resistance is te- 
quired. 

Manufacturer: Allegheny Ludlum Steel Corp., 
Pittsburgh 22, Pa. 


RESIN VARNISH is fast-drying sealer for 
concrete floor surfaces 

For concrete floors subjected to heavy wear 

in factories and warehouses, Rex is producing 


a new sealing compound, Concrete Glaze. This 


fast-drying clear varnish seals the pores of 
concrete with a tough durable coat which is 
said to have excellent resistance to acids, 
alkalis, grease, oil, water and steam. It may 
be brushed or sprayed, and the floor can be 
walked on less than four hours after finishing. 
It can be used for exterior applications as 
well as inside jobs. Price is $3.95 per gallon 
in 5 gal. pails. 

Vanufacturer: Rex Home Supply Co., 142 S. 


Highland Ave., Ossining, N. Y. 
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10-point FIRE PROTECTION 


always starts with 


A SURVEY OF NEEDS! 


















Adequate fire protection is as important to the buildings you design, erect 


or manage as your physical well-being is to you. What would you think of 


your doctor if he diagnosed and prescribed treatment without making an 


examination? On a similar basis, fire protection equipment cannot provide 


complete safety unless the specific needs are pre-determined and the system 


engineered to the exacting requirements. That’s why the first point in 
“Automatic” Sprinkler 10-Point Fire Protection is “JOB SURVEY and 
ENGINEERING ANALYSIS .. . detailed to meet individual needs.” 








Fire Protection.” It’s free! 


Ball Brothers Company, Inc., Muncie, Ind.— 





another “Automatic” Sprinkler installation. 


@GET THE FACTS! write tor ovr 


informative 36-page book, “The ABC of 


, ection 
Fire Protech 


ea vo YO 


10-Point 
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sanel satel sprinkler pagioared 
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va a 
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“AUTOMATIC” SPRINKLER CORPORATION OF AMERICA 
YOUNGSTOWN 1, OHIO 
OFFICES IN PRINCIPAL CITIES OF NORTH AND SOUTH AMERICA 
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FIRST IN FIRE 
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WARP RESISTANT SLIDING DOORS made 
with new wood laminate 

One of the first fabricators to utilize U. S. Ply. 

wood’s Novoply (Dec. issue 51) in a building 

ing product, National Door Co. is making low 

priced sliding doors with the wood-waste won- 

der material. Two- and three-panel Slidoor 


WSTTs 


+ 





units are available 6-914” and 8 high for 
openings from 2’ to 12’ wide. The doors glide | 
noiselessly on ball-bearing rollers, and ad- 
justable rear slide guides compensate for any 
inaccuracy in header height. The unit’s con- 
struction, combining hardwood frame with the 
lightweight laminate board doors, is said to 
assure exceptional dimensional. stability. A 
V x 6'-915” two-panel model sells for $25, 
Manufacturer: National Door Co., Kenilworth, 
N, J. 


KNOCK-DOWN STEEL DOOR FRAME is slim 
counterpart to flush door 
Kewanee’s prefab steel door frame, designed 
for all 134” and 1%4” interior doors, is priced 
for low cost housing projects. Selling for 
about $6.50 to $8 (depending on quantity pur 
chased), this slim trim affords the builder 
savings in labor as well as initial cost. The 
frame is primed at the plant 
with a corrosion resistant 
aluminum coating and pack- 
aged in three parts—the top 
and two sides, Nail holes 
are prepunched every 7” 
along the frame flange for 
attachment to the subframe 
a rigid fastening method 
said to prevent vibration. A 
small space is allowed fo 
laying the finished floor un- 
der the frame; thus the 
time spent cutting the floor 
around the jamb contour is eliminated. 
Another of the frame's features is its Te 
cessed edge (designed for both plaster and 
wallboard construction) which acts as 4 
plaster ground so that no temporary stops are 
needed. Recesses also are provided in the 
jamb for standard 314” x 315” butt hinges. 
Manufacturer: Kewanee Mfg. Co., Kewanee, | 
Ill. 


(Continued on page 240) 
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The distinctive textured appearance and subtle 
tone variations of Armstrong’s Cork Tile make 
it an excellent flooring choice for interiors with 
modern architectural styling. Its natural color, 


extra durability, and unusual resilience are the 


result of an exclusive manufacturing process 


that retains the natural characteristics of cork. 
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Parkside Branch 
San Francisco Public Library 


Appleton and Wolfard, Architects 


ARMSTRONG’S CORK TILE 


ARMSTRONG CORK COMPANY «+ LANCASTER, PENNSYLVANIA 
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PRODUCT NEWS — 


The polished brass fixtures are made in Italy. 
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PARTITIONS 





Translucent Glass Jalousies* Divide An Office 
Without Disjointing Its Organization 





Something is happening in modern office design! Venetian window partitions or jalousies 
employing translucent glass by Mississippi are fast replacing solid separations that cut 
off light, ventilation and communication from adjoining areas. These interior jalousies help 
integrate the entire organization and permit more accurate control of temperatures for 
heating and air conditioning. 


The new adjustable dividers give each office better control of illumination and air 
movement. Opened or closed, the translucent glass floods interiors with softened “borrowed 
light” that creates a friendly feeling of spaciousness and comfort. 


Opened windows permit the executive an unrestricted view of his entire force. Yet, he 
can have complete privacy when desired with an easy turn of the crank. And the closed 
vanes reduce office clatter to a minimum. 


For “venetian window” office partitions, specify translucent, 
light diffusing glass by Mississippi. Available in a wide variety 
of patterns wherever quality glass is sold. 


Send today for free booklet, “Figured Glass By 
Mississippi.” Contains many ideas for commercial 
applications of this versatile, modern material. 





*Mississippi Glass Co. does not construct or install jolousies. For 
estimates and other information, see your local supplier. 


88 ANGELICA ST. 





COMPANY '& 
SAINT LOUIS 7, MO. 


NEW YORK «© CHICAGO © FULLERTON, CALIF. 


WORLD'S LARGEST MANUFACTURER OF ROLLED, FIGURED AND WIRED GLASS 
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CONTEMPORARY CHANDELIERS: old world 
elegance for showrooms and lobbies 


Executed by Sarfati of Milan, Italy for Lighto. 
lier, these white-tie ceiling fixtures are decor 
in the grand manner. Scaled for large rooms 
(the one below is of fullback proportions) 
they fancifully combine elegant forms with 
mechanics—flexible joints, movable dises, ad. 
justable arms, etc. The crownlike chandelier 
at left has as its light source 16 polished brass 


cups which nest frosted incandescent bulbs. 
Most of the illumination is directed down 
ward; the remainder plays around the radial 
filigree of 16 supporting rods. It retails for 
$325. Above, eggshell cups perch on a tubular 
brass spiral, aiming light in all directions— 
for $295. 

Manufacturer: Lightolier, Inc., 11 E. 36 St, 
New York, N.Y. 


EAMES HIP-POCKET CHAIR adapted for 
office use 


The plastic shell which architect-designer 
Charles Eames countercontoured, somewhat 
generously, to fit most people has a new twist. 
A pivot plate beneath the flotsam mold gives 


(Continued on page 246) 
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